Google 



This is a digital copy of a book that was preserved for generations on library shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing tliis resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for in forming people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http: //books .google .com/I 



fy 



TG- 
9-70 



THE ELEMENTS 'V °'---'' J) 



GEAPHIC STATICS. 

By KARL VON gTT, 



TRANSLATED FBOM TEE QEBUAN 



GEORGE SYDENHAM OLAEKE, 



NEW TOEK: 446, BROOKE STEBET. 
1376. 






4^ 






^ 

< 

^ 



cv 



TRANSLATOR'S PREFACE. 



••o»- 



The solution of problems of all kinds by purely 
graphic methods forms an important branch of stady 
in the training of a Continental Engineer, and the 
publication of such considerable works as those of 
Beuleaux, Culmann, Bauschinger, and Levy, affords 
the best proof of the value attached to the subject. 

I In England, notwithstanding the yaluable contribu- 

N tions to Graphic Statics made by Professor Clerk- 

Maxwell and the lat^ Professor Bankine, the subject 
can hardly be said to have received the recognition it 

n merits. It is true indeed that the power and facility con- 

ferred by certain isolated processes, such for instance 

r as that of stress diagrams, are universally acknow- 

ledged; but these processes have for the most part 
been viewed as mere artifices for effecting special pur- 
poses, and not as applications of the principles of an 
important general method. 

The present work, which has in Germany already 
gone through three editions, is for its size one of the 
most complete elementary treatises on the subject, 
while its essentially practical character and the ex- 
treme simplicity of the mathematics involved will, it 
is hoped, render it widely useful in an English form. 
In carrying out the translation the Author's text 
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Las, as far as possible, been adhered to ; but the pecu- 
liarities of German idiom cannot always be literally 
rendered, and in such cases a certain amount of freedom 
must necessarily be claimed. 

It was thought adyisable to omit entirely the first 
portion of the work treating of Graphic Arithmetic, 
which, though it certainly forms a useful and appro- 
priate introduction to the study of Graphic procedure, 
has not been much used in practice. 

■ 

Some few notes have been added where further 
explanation seemed desirable, or where, as in the case 
of the treatment of wind pressure on roofs, a divergence 
from English practice seemed to call for some remark. 
All such additional matter incorporated with the 
Author's text has been enclosed in brackets. 

CoopEBS Hill, June, 1876. 
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PART I. 



COMPOSITION OP POBCBS. 

[In order that a line may be employed to represent a 
force, it is necessary, 1st. That its length should be 
proportional to the magnitude or intensity of the force. 
2nd. That its position should correspond to the line of 
action of the force. 3rd. That an arrow should be 
attached showing the " sense " of the force, i. e. the 
direction along the line in which it acts. 

In the following paragraphs the only theorem bor- 
rowed from Analytical Statics is that of the Paral- 
lelogram of Forces, 
which may be stated 
as follows. 

If two forces Pi , P^ 
whose directions and 
magnitudes are given 
by two lines a 0, 6 O 
(Fig. 1) act at a point 
0, then the diagonal r of the completed parallelogram 
aOlr gives the magnitude of the resultant B of those 
forces. Hence if starting from a point two lines a, 

B 



Fig. 1. 
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ar are drawn parallel to and in the same direction as 
two forces Pi, Pa, then by joining r a triangle raO 
is obtained of which the third side rO gives the mag- 
nitude and position of the resultant B of Pi, and F^. 
The arrow indicating the direction of this resultaut will 
point in the reverse direction round the triangle to the 
arrows indicating the direction of the forces. A force 
maintaininff eqmlibrium with the two given forces will 
have the same magnitude as B, but its direction arrow 
will be that of B reversed. 

Conversely, if lines parallel to the directions aud 
proportional to the magnitudes of three forces acting 
at a point, form a triangle, the three forces are in 
equilibrium. 

It should be observed that in such a triangle the 
three forces act in the same direction all round the 
triangle, and this is always the case. Hence if the 
direction of one of the forces forming the triangle is 
known, that of the others is known also.] 

1. Forces cLcting in the same Straight Line. — If a 
number of forces whose magnitudes are expressed by 
lines representing them on auy scale, act in the same 
straight line at a point, then (forces acting in one direc- 
tion being reckoned positive and in the other direction 
negative) the algebraical sum of the lines gives the 
magnitude of the resultant and the sign (+ or — ) 
of tiiat sum indicates its direction or sense. 

2. Forces adding in am,y Directions at a Point. — ^If 
any number of forces Pi , P2 . . . P w act in any direc- 
tions at a point, then the resultant of those forces can 
always be obtained graphically. Combine the forces 
Pi and P2 by means of the parallelogram of forces 
obtaining a resultant ri, then combine ri and P3 for 
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a new resaltant ra, and proceed in the same way till 
all the forces have been combined and the general 
resultant B obtained. 

Thus in Fig. 2, Pi, P^ . . . . Pe are forces acting at 
a point O, the lengths Pi 0, P2 O, . . . . etc., repre- 
senting their respective magnitudes on any convenient 
scale. Starting from Pi draw Pi a equal and parallel 
to P2 ; then a O is the resultant r^ of Pi and P2 ; 
draw a b equal and parallel to P3; then b is the 
resultant rj of Pi, Pa, and P3; proceeding in this way 
we finally obtain 6 as the resultant B of Pi . . . . P«. 



Fia.2. 




In practice the dotted lines a O, & O, etc., need 
not be drawn, and we obtain therefore the following 
rule. 

When any number of foreea act in any direction at a 

B 2 
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pointy their remUant can he obtained by eombininff end to 
end the lines representing them in direction and magni- 
tude; then the line closing the rectilinear polygon so 
obtained gives the resultant both in direction and magni- 
tude. The direction arrow of that resultant points in 
the opposite way round the polygon to the direction 
arrows of the forces. 

The forces acting at O, Fig. 2, will be in equilibrium 
if a 7th force B equal in magnitude to their resultant 
but acting in the opposite direction to that indicated 
by the arrow is interposed. Hence, — 

If any number of forces acting at a point are in equi- 
librium, lines draum successively in the direction of the 
forces a/nd proportional to their magnitudes must form a 
closed polygon. 

This polygon is termed the Polygon of Forces, and 
the above theorem will hold whatever is the order in 
which the forces are taken. 

3. Forces acting on a Bigid Body. — If forces Pi , P2 , P3 
.... act on ^ rigid body, the latter must be supposed 
to be replaced by a system of rigid rectilinear rods 
which intersect the directions of the forces and form a 
polygon. The several sides of this polygon must be 
capable of resisting the external forces (whether tensile 
or compressive) which are brought to bear upon them. 
Such a polygon replacing a rigid body is termed a 
Funicular Polygon if its sides are in tension, and 
a Line of Besistance or Linear Arch if its sides are 
compressed. In general it may be called a Polygonal 
or Jointed Frame. Its angular points are called Joints 
or Nodes, and the forces developed in the sides of the 
polygon by the exterior forces are termed Int&rior 
Forces. 
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In order to distinguish whether the force in any one 
of the sides of the polygon is tensile or compressive, 
resolve the exterior forces acting at both its end points 
in directions coinciding with that side and the adjacent 
sides. Then insert arrows showing the directions of 
the components of the resolved exterior forces ; these 
arrows in Fig. 3 point outwards, and there evidently 
arises in the polygon sides a tensile stress ; if however, 
the arrows point inwards, as in Fig. 4, the polygon side 
will be in compression. 

^ Fig. 3. 
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Since the interior forces act in directions opposite 
to the resolved components of the exterior forces, place 
at the ends a and h of the polygon side a h arrows in the 
opposite direction to those of the resolved components ; 
thus we obtain the following arrow combinations : — 

T X . « f Compression < — — > 

Interior forces < rn . 

\ Tension . . — -^ < — 

V.i.r\.. w.a / Compression — > ^^^ 
HiXtenor lorces < m • 

I Tension . . < — — > 
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4. Equilibrium of the Forces acting on the Jointed 

Frame. — Let the polygon Ki, K2, K3 , Fig. 5, be in 

equilibrinm under the action of the exterior forces 

Pi, Pa, P3 , then evidently the exterior force acting 

at any joint must be in equilibrium with the two 
interior forces or stresses acting in the two sides of 
the &ame which meet at that joint. 



Fio. 5. 




Let Si, S2, S3 .... be the stresses in the several 
sides of the polygon, then as a necessary condition of 
equilibrium of the joint Ki, the three forces Pi, Si and 
Se acting at that joint must combine to form a triangle 
016. Similarly the forces Pa, Si and Sa which are in 
equilibrium at Ea must form a triangle 012, which has 
a side 1 ( = Si) common to the first triangle 016. 
Similarly as a condition of equilibrium of the joint 
K3, the three forces P3, S3 and Sa must form a triangle 
023 having a side 2 common to the triangle 012, 
and so on. Hence, as a condition of equilibrium of 
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the whole jointed frame, the successive triangles of 
forces must have one side in common. 

Hence the theorem, — 

If the forces Pi, P2, P3 . . . . acting on a jointed frame 
are in equilibrium, it must he possible to form them into 
a dosed polygon 1, 2, 3 . . ., amd the lines drawn from 
the angles 1, 2, 3 . . . of this polygon parallel to the sides 
Si, S2 S3 . . . of the jointed frame nmst meet in the same 
point 0, termed the pole. Then, the lines 01, 02, 03 . . . 
radiating from this pole determine perfectly the magni- 
tudes .of the stresses Si, S29 ^. . - .in the sides of the 
polygonal f rams. 

From the above theorem follows the important 
corollary that if the given exterior forces acting on a 
jointed frame are in equilibrium, then the assumption 
of any two consecutive sides of the frame determines 
all its other sides, and if the form of the frame and the 
directions of the exterior forces are given, then the 
magnitudes of all the exterior forces are determined if 
one of them is given or assumed. 

It is also clear that if the forces acting on a polygonal 
frame are not in equilibrium, the closing side of the 
polygon of those forces determines their resultant in 
direction and magnitude. 

[The polygon E^, E^, E3 ... is termed the Funicular 
Polygon of the Forces Pi, Pa, P3 . . . with respect to 
the pole 0. By taking different positions of this pole 
different funicular polygons are obtained. The form of 
the polygon Ei, Ea, E3 . . . is evidently that which a 
flexible string suspended from two fixed points, Ei, E« 
and strained by the forces P29 P39 P49 and P5 would 
assume, and hence the term '^funicular," which has, 
however, obtained a purely geometrical meaning. The 
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general conditions of the equilibrium of a rigid body 
may be summed as follows : — Ist. The polygon formed 
by the exterior forces must close. 2nd. Any funicular 
polygon of those forces with respect to any pole must 
also close.] 

In the case of Fig. 5 all the sides of the frame are 
evidently in tension. 

Fig. 6. 




Suppose in a polygonal frame, Fig. 6, that two of its 
sides El E^e and K4 K5 are cut across, then evidently, in 
order that equilibrium may be maintained, forces having 
the same magnitude and direction as the stresses Sg 
and S4 must be applied at the points of section. Hence 
the resultant B of the stresses Sg and S4 holds in equi- 
librium all the exterior forces acting on the frame on 
the right or on the left of the section plane a fi. The 
direction and magnitude of B is given by the diagonal 
46 of the polygon of forces, since from what has been 
said, B must form a closed polygon both with the forces 
Pi, P2, P3, P4, and also with P5, Pg. Moreover, the re- 
sultant B of Sg and S4 must evidently pass through D, 
the intersection of the cut sides produced. B therefore 
acts on the one. hand as the resultant of the forces 
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Pi, P2, P3 and P4, and on the other hand as the 
resultant of P5 and Pe. 

Hence generally, 

The resuUant IS, of aU the exterior forces acting between 
amy two sides of theftmicular polygon passes through the 
inierseetion D of those sides produeed-, and the direction 
and magnitude of E is determined by the polygon of forces. 

This theorem plays an important part in the whole 
subject of Graphic Statics, and enables forces to be 
resolved and composed by the aid of the funicular 
polygon and polygon of forces. Thus, suppose the 
force B is to be resolved into two other forces P5, P^ 
having given directions. Produce B backwards in the 
funicular polygon, and from any point E on it draw 
£ E5, EEe parallel to the sides 45, 56 of the polygon 
of forces, then from K5 draw P5 equal and parallel to Ke 9 
and from E^ draw Pe equal and parallel to 56. Then 
evidently the forces P5 and Pg replace the force B. 

5. Parallel Exterior Forces, — If the exterior forces 
acting on the funicular polygon are parallel, then, in 
order that equilibrium may obtain, some of them must 
act in opposite directions, and the sum of the forces 
acting in one direction must be equal to that of the 
forces acting in the other direction. The polygon of 
forces will in this case be a straight line. Moreover, 
at any node of the funicular polygon the componenta of 
the stresses perpendicular to the directions of the exte- 
rior forces must be all equal. For, since the latter can 
only counterbalance those components which are parallel 
to themselves, therefore as a condition of equilibrium of 
the node, the components of the stresses at right angles 
to the direction of the exterior forces must be in equi- 
librium, which will be the case only when those compo- 
nents are equal in magnitude and opposite in sense. 
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Hence we have the following theorem, 

If {he exterior forces acting at the angles of a fv/nityalar 
polygon are paraild, then the components of the stresses at 
right angles to the direction of the forces are equal in 
magnitude. 

If the exterior forces are vertical, the constant hori- 
zontal component of the stresses is called the horizontal 
thrust f or tension. 

In Fig. 7 the funicular and force polygons which 
constitute the conditions of equilibrium of the parallel 

forces Pi, P2, Ps are shown. The mutual relations 

between these two polygons are the same as in those of 
Fig. 5, so that this figure may be considered as illustrat- 
ing merely a special case of the preceding paragraph. 

The corfst Jhorizontal thrust (H) is e^dentl> gLn 
by the line Oh drawn from perpendicular to A3. 
This line is termed the " polar distance." 

Fig. 7. 




We will now proceed to the application of the results 
thus far obtained, applying them first to the case of 
parallel forces, which is one of the most common occur- 
rence in practice. 



THE SIMPLE BEAM. 



EFFECT OF FABAXLEL FOBCES AGTHSQ ( 
BEAM. 



6. Determmation of the Transverse Foroea. — Sappose 
tlie beam A F, Fig. 8, resting on two supports, to be 
loaded with weights P,, Pj, Pj, P,, we shtdl lirst deter- 
mine Di and Ba , the pressures on the supports, uid then 
the vertical or transTerse stresBes at any cross section 
of the beam, 

Fio. 8. 



Set the given forces P, Pj. . . , off in s 
a line A'F'. The line A'F is thus the polygon of the 
given forces, and F' A' its closing line, is their resultant. 
Take any point as pole and draw the radii A', 1, 
02, 03, 4. Then describe the funicular polygon 
a,h, . . ./ by drawing a b parallel to A', terminating 
in P, produced ; h o parallel to Oi, terminating in the 
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prolongation of Pj, and finally ef parallel to F' and 
terminating in the prolongation downwards of Da- 

The fonicular polygon is now closed by the line 
fa, and a line O S is drawn through the pole parallel 
to fa. Then, as a condition of equilibrium, 

Di = A'SandD2 = SF 

Let the transyerse or shearing forces in the several 

cross sections of the segments A B, B 0, C D etc. 

be designated by Vi,V2, V3, etc. respectively. 
Then, 

Va = Di - Pi = A'S - A' 1 = SI 

V3 = Di - Pi - P2 = A'S - A' 1 - 12 = S2 

or the thearinff farees are eqwd to the dista/nees of the 
vatiouB points of the polygon of forces from S. 

Accordingly in Fig. 8 A the shearing forces have 
been taken from the polygon of forces and used as ordi- 
nates of the segments of A F to which they correspond. 
[Thus the hatched figure is obtained, which is termed 
the '^ shearing force diagram," and the vertical ordi- 
nates of this diagram give the shearing force at any 
section of the beam A F.] 

From the funicular polygon the resultant of two or 
more of the forces can be obtained. Thus g, the inter- 
section of c d and/e produced, gives a point on the line 
of action of the resultant of P3 and P4. Further, r, the 
intersection of ah and/e produced, gives a point on 
the resultant of all the forces acting between a and /, 
i. e. of the loads Pi, P2, P3, P4 . 

7* Determination of the Bending Moments, — Since the 
dimensions proper to the various cross sections of the 
beam depend more particularly upon the statical mo- 
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ments of the exterior forces, the determination of these 
moments is of the greatest importance in practice. 

By statical or bending moment at any section a ^ of 
the beam AP, Fig. 8, is understood the product of the 
resultant R of all the forces acting on one or other 
side of beam into the perpendicular distance I of the 
line of action of B from a^. In the case of the sec- 
tion a Pi 

and the point of application of B is % the point in which 
those sides of the funicular polygon which are cut by 
a^ meet. 

Drop the perpendicular i h from i on afi^ this perpen- 
dicular is then equal to I, and the bending moment at 
the section a /3 is 

M = B.Z = Sl.a 

This product can readily be obtained graphically. 
Draw the constant horizontal thrust H, then the triangle 
O S 1 is similar to the triangle i m n, and hence 

S 1 __ w « 

:t 
or i{ mn = y and for S 1 is value B is substituted, 

we have 

B _ Y 

H "" I 
and M = R. Z = H.y 

The hendinff moment M for any cross section is there- 
fore directly proportional to the ordinate y of thefv/nicular 
polygon at that cross section. 

ii the constant horizontal thrust or " polar distance" 
H is taken as the unit of force, then 

M=y 
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In this case the bending moments are directly given 
by the vertical ordinates of the funicular polygon. 

It is evident from the figure that the maximum 
bending moment occurs always at one of the sections 
through which an exterior force acts, also that the 
above construction applies to amy parallel forces whether 
vertical or not. 



TRAVELLING LOAD. 

8. Effect of a Travdling Load on the Shea/ring Forces 
and Bending Moments. — Since the effects of parallel 
forces are simply additive, any force F additional to the 
four forces Pi, Pa, P3, P4 (Fig. 8) entering within the 
limits of AF can be investigated separately in respect 
of its action on any particular cross section aP and 
the results obtained added to those previously found. 

Fig. 9. 




In Fig. 9 a construction similar to that of Fig. 8 is 
made for the load P acting on A F. Then the reac* 
tions of the supports at A and F (Di and Dg, Fig. 8) 
wiU be increased by Di = A' S and D2 = F S (Fig. 9), 
while the moment-ordinate y at the cross section a^ 
will be increased by t/ (Fig. 9). 

In order to deal with the effect of a single travelling 
load P on the shearing force Y at the cross section a /3 
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(Fig. 9), distant x from A, let us inyestigate the two 

following cases. 

1st. Suppose P to lie to the rigkl of a/3, then the 

NF 
shearing force V = Di = P'-r-^- 

If we consider forces acting upwards as positive, then 
in the present case V is positive and will evidently be 
greater the greater N F is, that is the nearer the load P 
approaches the section a ^. 

Fig. 10. 




2nd. Suppose P to lie to the left of a /8, then the 
shearing force V at a /3 is (Fig. 10), 

V = Di - P 

NF 
but Di = P . ^-|r 5 

therefore 



v.p( 



NF 
AF 



) = -P( 






AP-F 



AF 



- 



or V = - P. 



AN 
AF 



In this case the shearing force is negative and. will 
be numerically greater the nearer P approaches to the 
section a p. 
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Hence generally, 

Every single traveUitiff had exerts a positive or negative 
shearing fwce according as it lies to the right or left of 
any particular section^ and this shearing force increases 
in value as the load approaches the section. 

Suppose the beam acted upon by a system of travel- 
ling loads, as is the case of a railway bridge when a 
train is ptissing over it. Then the pressure on every 
wheel axle to the right of any section a P will exert a 
positive shearing force, and that on every axle to the left 
of the section a negative shearing force. If therefore a 
positive shearing force only is brought to bear on a sec- 
tion ap hy the train, the latter must evidently come 
on the bridge from the right abutment F and move up 
to the section a /3. If on the other hand the train 
comes from the left abutment and does not pass a /3 
then a negative shearing force only is brought to bear 
on a ^ by the load on any wheel axle. 

Hence generally, — 

The greatest numerical value of the shearing force at 
^my section is reached when a train coming from tJiC 
further ahutmevd arrives at that section, so thai the 
leading locomotive axle is vertically over that section. 

From Figs. 9 and 10 it appears that every load 
applied to the beam right or left of the section a fi 
increases the ordinate y of the funicular polygon, and 
this increment is greater the nearer the load approaches 
to that section. Since the moment M at any section 
varies as the corresponding ordinate y of the funicular 
polygon it follows that — 

The moment M of the exterior forces Pj, Pj, Pg, etc., 
acting at any section, a /3 {Fig. 8) is increased hy every 
force P interposed helween the supports A, F, and {his 
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increment is greater the nearer P approaches to that 
section. 

Hence in bridges the moment of the exterior forces is a 
maximum at any section if the whole bridge is fully 
loaded and the greatest sinlge had is concentrated as 
near as possible to that section. 

Since further, the greatest ordinate of a funi- 
cular polygon must always pass through one of 
its angles, the moment at any section must be a 
maximum when one of the greatest loads is at that 
section. 

It can be ascertained in any particular case by 
means of the funicular polygon which load must be at 
any section so as to give rise to the maximum bending 
moment at that section, 

9. Example. — The following example will serve to 
explain the method of operation. 

Fig. II shows a bridge of 40' span supporting an 
express engine and tender. The weights on the leading, 
driving, and trailing axles of the former are 9, 15, and 
7 tons respectively ; those on the three tender wheels 
are each 7 tons. The axle intervals of the engine are 
8' 0", and of the tender 5' 6". The interval between 
the trailing axle of the locomotive and the leading 
axle of the tender is 8'. 

The maxima shearing forces and bending moments 
due to the passing of the engine and tender will now be 
determined. 

1st. Determination of the Maxima Shearing Forces. — 
Having selected a suitable scale for the weights, draw 
first the polygon of forces or load line A', I .... B' 
corresponding to the six given loads, and construct 
the funicular polygon I, II . . . VI, relative to a pole 

c 
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taken at a distance from A' B' equal to any conTenient 
number on the scale of weights, say 30 tons. 







Now the maximum shearing force at a section C, 
whose distance from A is x, will be exerted when the 
train coming on the bridge at B (the farther abutment) 
arrives at C so that the leading axle I is vertically 
over C. 
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In order to obtain the shearing force at C when the 
load is in the above position, draw a horizontal line I a 
from the angle I of the funicular polygon and produce 
a I to 6 making a h equal to A B the span. Draw the 
vertical lines a i, kh cutting the extreme sides of the 
funicular polygon (produced if necessary) in i and k. 
Join i A, then ik is the closing line of the funicular 
polygon, and if S is drawn in the polygon of forces 
parallel to this closing line i k, then according to para. 6 
the length A' S represents the magnitude of the 
shearing force V at the section C. 

Now it is just possible that if the load II were largely 
in excess of I, the maximum shearing stress might 
arise when II was vertically over C. The diagram 
enables this to be tested instantly. Repeat the above 
construction for the point II of the funicular polygon, 
thus obtaining pr as the new closing line. Draw O S 
in the polygon of forces parallel to p r, then the new 
shearing force at C is A' S' — A' I or S' I, which is less 
than A' S'. 

By proceeding in the way above described the 
shearing force at any section with any positions of the 
given loads can be obtained. 

Since for eyery positive shearing force exerted during 
the passage of the load from the right to left of the 
bridge, there is a corresponding, numerically equal, 
negative shearing force exerted during its passage from 
left to right, at a point having the same distance from 
the centre of the bridge, we obtain a diagram of the 
form shown in Fig. 12, the ordinates of which give the 
"maximum shearing forces at every section of the bridge. 
2nd. Determination of the Maxima Bending Moments. — 
Since, from what has been said (para. 8) the maximum 

c 2 
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shearing force at any section is exerted wlien the 
bridge is fully loaded and one of the greatest loads is 
Tcrtically over that section, hence the maximum bending 
moment at any section C at a distance x feet from A 
(Fig. 13) will be exerted when the train comes on the 
bridge at B and either the load III or II is vertically 
over C. 

Suppose first that the load III is at C. From the 
angle III of the funicular polygon (Fig. 11) draw IQa" 
equal to x and produce a" III to b" making a"V' eqnal 
to AB the span. Draw the vertical lines ci' m, b" n 
cutting the sides I II and V VI produced in m and n 
respectively. Join mn, then mn is the closing line of 
the funicular polygon when the train is in such a posi- 
tion that the load III is at C and (para. 6) the ordinate 
y multiplied by the polar distance, or constant horizontal 
tension H gives the bending moment at C. 



It most now be ascertained whether the bending 
moment is not greater when II is at C, 

Hake II a' equal to e, and proceeding exactly as 
before we obtain p r as the new closing line and y' as 
the new ordinate. 
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Since y' is. greater than y, the maximum bending 
moment at the section C is exerted when U is at C 
and is equal to y' X H, or y' x 30 foot tons. 

By treating a sufficient number of sections after the 
method above described we obtain a sufficient number 
of ordinates to enable the curve of maximum bending 
moment (Fig. 13) to be drawn. Since the curve is 
symmetrical about the centre line it will only be 
necessary to extend the construction to half of the 
bridge. 

If now a scale is drawn one-thirtieth of the linear 
scale, then the ordinates of the curve read off on this 
scale give the maximum bending moment at any section 
of the bridge in foot tons. 

[It will be seen that the principle of the above method 
consists in supposing the beam A B to be moved to the 
right or left, the loads remaining stationary. Thus the 
funicular polygon having been made once for all for the 
given weights at the given intervals, an alteration of 
the position of the beam relative to that of the loads 
merely affects the closing line of the polygon, and on 
this closing line both the shearing forces and bending 
moments depend. 

It is clear that in the case above investigated the 
maxima shearing forces and moments obtained are those 
due to the passing of the given engine and tender only, 
and that different results might ensue if a second 
engine and tender were coupled to the first. In order 
to investigate the shearing forces and moments arising 
in the latter case, it would be necessary to draw the 
funicular polygon corresponding to the twelve axle 
pressures of the two engines and tenders and then to 
proceed to move the beam A B to the right or left as 



} 
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before. In fact the funicular polygon should be drawn 
in the first instance so as to correspond to a length of 
the heaviest poi tion of the heaviest train equal to twice 
the span of the bridge. 

The curve of maxima bending moments (Fig. 13) 
has cusps which would be apparent if the scale to 
which it is drawn were larger.] 

10. Approximate Method of determining the Maxima 
Moments. — Although the mode of procedure above de- 
scribed entails very little labour, the result can be 
obtained in a quicker way by the use of an approximate 
method published by Professor Dr. E. Winkler in the 
Austrian ' Ingenieur - und Architeckten - Verein ' for 
1870, part II., page 33, where it is stated that 

In order that the moment at any section may he a maxi- 
mum, the train must he in such a position that the loads 
on hoth sides of that section have nearly the same ratio 
to each other as the lengths into which the section divides 
the hridge ; or, that the loads per unit of length on hoth 
sides of the section are nearly equal. 

In conclusion, it remains to be said that in long rail- 
way bridges the greatest travelling load is usually taken 
to be a train of two or three of the heaviest locomotives 
fully equipped followed by such a number of the 
heaviest goods waggons loaded to their maximum that 
the train is of length suflScient to cover the whole 
bridge. 

[In England it is usual to take as the heaviest tra- 
velling load for railway bridges, a train of locomotives 
of the heaviest class, fully equipped, suflBciently long 
to cover the whole bridge. . For bridges of large span, 
however, a uniformly distributed, arbitrarily chosen load 
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of from 1 to 1 J tons per foot run for each line of rail is 
QBually taken in place of the concentrated loads.] 

Stationary Loads. 

11. Effect of a stationary Load having any fixed Bis- 
trihution. — A load distributed over the whole length 
of a beam can eyidenf ly be supposed to be split up into 
a number of single loads, so near to each other that the 
funicular polygon becomes a curre which follows the 
same laws as the polygon. 

Suppose the partial load over each unit of length 
of the beam AB, Fig, 14, to be set up as an ordi- 
nate. Thus the figure A A' C D" B' B is obtained. 

This figure is called _ ,, 

,1 ,■ » - Fra. 14. 

the "loading area of ^, 

the beam, and evidently 
represents the load dis- 
tribution. 

Tiie funicular curve 
corresponding to this 
load distribution must 
now be drawn. 

Suppose the loading area cut up into strips A C, 
C D' D B', and that in place of the distributed load 
the concentrated loads Pi, Pi, P3, acting at the centres 
of gravity S, S^ S3 of these strips, are substituted. 
Set off the weights Pi, P^, Pj on the load hue A, Bi 
and draw the funicular polygon tt 6, 63 63 6 relative to 
any pole O. The angles b, fcj 63 of the funicular 
polygon are vertically under Sj Sj Sj the centres of 
gravity of the strips into which the loading area has 
been cut. 
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Now if the size of the strips is supposed to diminish 
indefinitely, the number of sides of the funicular 
polygon increases indefinitely, and this polygon 
becomes the funicular curve acdh^io which curve the 
sides of the original polygon a\y 6162? ^2^3? ^zh are 
tangents at the points a, ^, (Z, 6 vertically under the 
bounding lines A' A, C C, ly D, B' B of the strips into 
which the loading area was originally divided. 

Hence the loading curve having been first drawn, any 
required number of tangents to the corresponding 
funicular curve can be obtained as well as their points 
of contact with the curve. The curve can therefore be 
drawn, and by its means the bending moments and 
shearing forces at any cross sections of the beam can be 
determined as in paras. 6 and 7. 

12. Uniformly distributed Dead Load. — If P is the 

whole load uniformly dis- 
r tributed over a beam A B 
of length /, then the load 
per unit of area is 



^=7 



Set up p over AB as 
a constant ordinate, thus 
the rectangle A a B & (Fig. 15) is obtained as the 
loading area of the beam A B. 

Since the whole load is uniformly distributed, the 
reactions of the two supports A and B are evidently 
equal, or 

D = ? = ^'. 

2 'A 



Fig. 15. 




/ 
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The- shearing force V at a section C for which 
A C = fl! is given by the equation 



V=D-p.ar = f (Z-2aj) ... (a) 



and for 



I 



« = -; V = 0, 



Also V is a maximum when « = 0, for then 

V 

When 






X 






Fig. 16. 



' Since by equation (a) V decreases as oj increases and 

becomes zero when a? =^; 

hence the shearing force 
diagram will be bounded 
by a straight line L L' 
(Fig. 15) cutting the axis ^ 
AiBi at its centre, and 
will have as ordinates 

A.L=-B,L' = ^ 

at the two points of sup- *' 
port. 

The bending moment at the section C (Fig. 16) is 

M = D.«-^''=-?^(Z-a,)...(^) 

When (B = 0, or « = Z; M = 0; and M is a maximum 

when a; = ;; or 

2 _p.P 




M = 



8 



(7) 
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Equation (P) shows that the curve of bending moments 
obtained for a uniformly distributed load is a parabola 
a sb whose vertex s is vertically under the centre of 

a b and at a distance from ab,m8 = ^—^ • 

o 

This parabolic funicular curve can readily be drawn 
by means of its tangents, then the bending moments at 
the various sections are given by the ordinates of the 
curve. 

In the polygon of forces make A' B' = p . Z = P and 
O A' = B'. Then a I, I J parallel to A' and B' 
respectively are tangents to the funicular curve at a 
and b. Draw h perpendicular to A' B' which it will 
bisect. 

Then the triangle a I m is similar to the triangle 

OA'A; hence 

I m am 



or 



whence 



A'h~ 


'Oh 




I 


Im 


2 


p. I' 


"H 


2 




Im = 


p.P 
"4H 



If the pole is so taken that A = H the unit on 
the scale of forces, then 



J 2 

Im = . 
4 



«_ P'^ 



Hence the vertex 8 of the parabola bisects I m. 

In order to draw tangents at any point to the 
funicular curve under any section C, it must be re- 
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membered that by the preceding paragraph the inter- 
sections 61 and 62 of the required tangents with a I and 
h I must lie vertically under the centres of gravity of 
the loads on the segments A C and B C of the beam 
A B. In the present instance, since the load is uni- 
formly distributed, these centres of gravity must lie 
at the middle points of those segments. We have 

therefore the followino: sira- 

. Fig. 17. 

pie construction for obtain- 
ing the tangents. Divide 
a I, 61 (Fig. 17) into an 
equal number of equal parts, 
and join the points of divi- 
sion as shown. Then the 
lines so obtained are tangents to the funicular curve, 
and moreover the points of contact of successive tan- 
gents bisect the distance between the points in which 
the tangents cut those adjacent to them on either side. 

[In practice, if the scales are so arranged that the 
ordinate m s (Fig. 17) of the vertex is not greater than 
one-eighth of a fc, the span, then a circle passing 
through a, s, h will suflBciently approximate to the 
required parabola.] 

The polar distance or horizontal thrust H having 
been made equal to the unit on the scale of forces, then 
the vertical ordinates of the funicular curve give the 
bending moments at the sections corresponding to 
them. Thus if H = 1, the ordinate y (Fig. 16) is equal 
to the bending moment M at the section C. But if H 
is not unity, then M = H . y. 

13. Beduction of concentrated Loads to a uniform 
Loading. — Since by the preceding paragraph the deter- 
mination of the bending moments at any section of a 
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uniformly loaded beam is extremely simple, it is not 
unusual in practice to reduce the concentrated loads to 
a uniform loading giving rise to the same maximvm 
hending moment. 

Suppose that by means of para. 9 the maximum 
moment M„ for the centre of the beam has been ob- 
tained, then a uniformly distributed load which would 
cause the same maximum bending moment at the centre 
of the beam is calculated. By the preceding paragraph 
the maximum bending moment due to a uniform load 

distribution is expressed by '^-j where jp is the load 

per unit of length and I the clear span. 
Hence putting 

■^" 8 
we obtain 

2> = -p ...... (a) 

as the required uniformly distributed load per unit of 
length. 

For any section of the beam other than that at the 
centre however, the moment obtained on the hypothesis 
of a uniform distribution does not agree with that to 
which concentrated loads would give rise at that sec- 
tion. 

Still greater will be the error arising in the values of 
the shearing forces obtained on this hypothesis. 

By proceeding on the hypothesis of a uniformly dis- 
tributed load furnished by the above value for jj, we 
introduce therefore a more or less considerable error in 
the determination of V and M. In fact, the values of 
M and V obtained on the supposition of this imaginary 
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loading diflFer the more from their true values the 
greater the difference between the concentrated loads 
and the shorter the beam is. 

14. Example, — The following simple example will 
serve to make the above clear. 

Fig. 18 shows a bridge beam of 22 feet span carrying 
locomotive whose wheel base is 8 feet. The weights on 
the leading and trailing axles are taken as 10 tons 
each, that on the driving axle as 12 tons. The driving 
axle is over the centre of the beam. 



tStant 



FlO. 18. 




tOlaut 



The reaction of each of the supports will be 

10 + 12 + H) ^ ^g ^^^_ 



The bending moment at the centre Ca of the beam will 
be a maximum. 
Hence 

M„=DxAC2- 10x8=16x11 -10x8 = 96 foot tons. 

And by equation (a) of the preceding paragraph, 
8 x96 



JP = 



22^ 



= 1 '256 tons per foot run. 



We will now calculate the moment M at a section Ci 
due to a uniform load distribution jj. 
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From Fig. 19,. 

M = 3 X D - 3^ X 1 -5 = 35-796 foot tons. 

But for the moment M' at Ci due to the load distribu- 
tion indicated in Fig. 18, we have 

M' = 3D = 16 X 3 = 48 foot tons, 

a result considerably in excess of that obtained on the 
hypothesis of a uniformly distributed load. 



Fig. 19. 
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Fig. 20. 
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We will now obtain the maxima shearing forces at 
the centre of the beam, 1st, for the uniformly distributed 
load, and 2nd, for the real distribution. 

1st. From Fig. 20 we have for the centre of the beam 

V = D, 

and taking moments about B, 

Dx22 = ll2)x5-5. 

Hence 

V = 3-454 tons. 
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2nd. From Tig. 21 we obtain 

V = D, 
and taking moments about B we have 

D X 22 = 10 X 11 + 12 X 3. 
Hence 

V = 6 • 64 tons nearly. ^ 

The latter value of V differs therefore considerably 
from the former. 



Fig. 21. 




to tarts 



^tant 



From the above example we g^her that the deter- 
mination of M and V on the hypothesis of an imaginary 
uniform load distribution involves considerable error. 
The proper mode of procedure is therefore that indi- 
cated in para. 9. 

[Note, — If, however, only one concentrated load acts 
on the beam, the imaginary and the real load distribu- 
tion give the same results.] 

15. Combined effect of the permanent and accidental 
loading of a Beam. — The simultaneous action of the 
weight of a beam and of its accidental or temporary load 
(the former of which makes itself more especially felt in 
the case of bridges of long span) can evidently be dealt 
with by a combination of the methods above described. 
Suppose however, that for a first approximation to the 
calculation of the shearing forces and moments at any 
section of beam under consideration, the weight of the 
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beam is uniformly distributed along its length, then 
the results if obtained according to paras. 9 and 12 
must be combined. To effect this the weight of the 
bridge may be obtained from empirical formulaB de- 
duced from numerous structures of a similar class. 
For instance, calling w the weight of the bridge, then, 
■ as an average for single line bridges, 

w=^ 1763-68 + 20-16?, 

where w is in lbs. and I the span in feet. [A better 
formula for deducing approximately the weight of a 
girder from its known load is given in Professor Un win's 
* Iron Bridges and Roofs.' 

\ Gs-lrl 

Where 
W = Total external distributed weight in tons (exclusive of girder). 
W = Weight of girder itself in tons. 
/ = Clear span in feet. 
s = Average stress in tons per square inch of the gross section 

of the booms, at the centre, usually 4. 
r = Katio of depth to span. 
C a coefficient depending on the description of girder. 

Values of in difpebent Bridges. 

Conway, tubular 1700 

Britaunia „ 1461 

Torksey „ 1197 

Cannon Street, box-girder 1540 

„ „ plate-girder 1598 

Charing Cross, lattice 1880 

Crumlin, Warren 1820 

Loiigh Ken, bowstring 1490 

SmaU plate girders, 30 ft. to 60 ft. . . . . 1280] 

Having ascertained the greatest shearing forces and 
bending moments at any sections due to the weight of 
the bridge (estimated by the above formula) and to the 
greatest temporary load, the dimensions of these sec- 
tions must be calculated and from them the real weight 
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Of the bridge. Then the maxima shearing forces and 
bending moments for the various sections must be again 
determined on the basis of the corrected weight of the 
structure together with its temporary loading, after 
which the dimensions of the various sections should be 
redetermined. 

In road bridges the maximum temporary load is that 
which arises from a crowd of people. Now from five to 
six persons is the maximum number which could be 
accommodated per square yard, and the average weight 
of a man does not amount to more than 155 lbs. Hence 
in road bridges the maximum temporary load will be 
from 775 to 930 lbs. 

For bridges on turnpike roads the greater number can 
be considered as the limit. 

[La English practice the weight of a crowd of people 
has been taken at 40 to 50 lbs. per square foot. The 
weight of a dense crowd may attain to 84 lbs. Generally, 
the load on the footways of bridges may be taken at 
70 lbs. per square foot, while for bridges carrying road 
traffic from 80 to 120 lbs. per square foot of roadway 
may be allowed.] 

Eesolution op roKOES. 

16. BesoltUion of a Force in two directions. — ^A for6e 
P, Fig. 22, can be resolved into two components 
having given directions by ^^^^ Fig.422a. c 

means of the parallelogram * y^ 

of forces, i.e. by the appli- I ^X \ 

cation of the theorem stated n X 

on page 1. The direction 1/ J 

arrow of P is reversed, and 

then, as in Fig. 22 A, P is made the closing line or 

D 
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third side of the triangle of forces. The arrows will 
now point the same way round this triangle and will 
give the sense of the components. 

17. Besolution of a Force in three directions. — Suppose 
that the force P, Fig. 23, is to be resolved into three 
components having the given directions Pi, Pa, P3. 
Produce P to cut one of the given directions Pi in s. 
Then, as in para. 16, resolve P in the direction of Pg, 
and of the line E, joining s with t the intersection 
of the other two given directions. Eesolve E (again 
reversing the direction arrow) in the directions P2 
and P3. Then the closed polygon P, Pi,P2,P3 gives 
the directions and magnitudes of the three components 
Pi,P2, PaoftheforceP. 

Fig. 23. 



s 



r:--. 





[The forces Pi, P2, P3 and the reversed force P form 
a system in equilibrium, hence the direction arrows 
of these forces point the same way all round the 
figure.] 

If a force is to be resolved in more than three given 
directions, the problem is indeterminate. 

[The problem is also indeterminate if the three given 
directions are parallel to that of the given force, or if 
they meet in a point] 
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Interior Forces or Stresses. 

18. Determination of the interior Forces or Stresses due 
to the exterior Forces. — Since the exterior forces main- 
tain equilibrium with, and act in opposite directions to 
the interior forces or stresses, the latter are equal in 
magnitude to the resolved components of the exterior 
forces to which they are due. In determining these com- 
ponents therefore, the direction arrows of the exterior 
forces must not be reversed, otherwise merely the 
resolved components of the exterior forces would be 
obtained. 

For example, if the reaction D of the support A 
acting on the two bars A X, A Z, Fig. 24, is known, then 
the stresses 1 and 2 in 
those bars respectively 
are obtained by resolving 
D along their directions 
withovit reversing the 
direction arrow of D. 

Thus D resolved in the directions of the bars A X 
and A Z gives i c and c a the required stresses in mag- 
nitude and sense. 

Note. — If from the interior force S in a bar the cor- 
responding stresses in two other bars meeting at the 
same joint are to be determined (i. e. if an interior force 
is to be resolved again into interior forces), then the 
process described in para. 16 must be carried out, and 
the direction arrow of S must be reversed. 



Pig. 24. 
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PAKT II. 



BRACED STRUCTURES. 

19. General Considerations. — In the foregoing para- 
graphs it is established that a force fully determined 
can be resolved into two or three other components 
having given directions. If therefore girders made up 
of many parts are so put together that not more than 
three bars are cut across by any particular section plane, 
then the resultant of the exterior forces on one side 
of the section plane can be distributed in the directions 
of the cut bars without indeterminateness, and thus 
the stresses in those bars can be obtained. 

If moreover, a bar is strained by a force acting along 
its axis, then this force, whether tensile or compressive, 
is uniformly distributed over the whole cross section of 
the bar. 

On the other hand, if a bar is hent by the exterior 
forces, then evidently the stresses due to the bending 
are unequally distributed in the interior of the bar, and 
the stress over the area of any cross section is not 
uniform. 

A good structure should therefore he made up as far as 
possible of members in which only hngUudinal stresses 
arise. This is the case in braced beams. 

A simple bracing in its Tnost general form consists of 
two booms connected by bars forming a succession of 
triangles in such a way that the several members are 
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strained only in the direction of their length, i, e. they are 
either in direct tension or compression. 

It is necessary however, that the bars at their points 
of junction should be connected by a simple joint bolt, 
or that they should be " articulated," as it is termed. 
Then the rotation of the bars not being prevented, they 
are capable of placing themselves parallel to the direc- 
tions of the forces forming the polygon of forces, and 
they thus form the corresponding polygonal frame. 

In all following examples it will therefore be supposed 
that every pair of bars are connected at their intersec- 
tion by a bolt. It will also be^ supposed that the joints 
form exclusively the loading points, as is the case in a 
properly constructed braced beam, in which the loads 
on the cross girders are transferred to the joints of the 
main girder. 

If further, the weight of the whole structure is sup- 
posed to be equally distributed over the length of the 
frame, the weight between any two joints must be con- 
sidered to belong half to each joint. 

In constructing the diagram of forces for the deter- 
mination of the stresses in the several members of the 
bridge, the following course of operation will be 
followed. 

After the distribution of the load on all the joints 
is settled, one of the exterior forces (preferably the 
reaction of one of the supports) is resolved in the 
directions of the bars meeting at the end joint by 
para. 16. Then at the next joint the stress obtained is 
combined with the exterior forces acting at that joint, 
and the resultant is resolved in the directions of the 
new set of bars, and so on. The combination of the 
successive figures obtained forms what is termed the 
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*' stress diagram." For the sake of clearness the stresses 
denoted by the lines of the stress diagram are dis- 
tinguished by the same numbers as the corresponding 
bars in the skeleton drawing or "frame diagram" of 
the structure. Moreover, tensile stresses are denoted 
by single, compressive stresses by double, and resultants 
by dotted lines. Bars in compression are termed 
" struts," those in tension " braces," or " tension bars." 
Although after what has been said in para. 3 no 
doubt should arise as to the sense of the interior 
forces or stresses, it may be again stated that the 
direction arrow of an interior force as obtained from 
the stress diagram, is transferred to the bar to which 
it corresponds, being placed nearest to the joint at 
which the resolution was commenced. Then an arrow 
in the opposite direction is introduced near the other 
extremity of the bar, and according to para. 3 we 
obtain 



For interior forces 



compression < — 

tension > <- 



while the reverse arrow combination obtains for the 
exterior forces. 

Suppose the bar under consideration to be cut across, 
that part of it only remaining which lies nearest to the 
joint at which the resolution of the forces was made, 
and that in place of the portion cut away, the stress 
obtained from the stress diagram acts as an exterior 
force. Then if the direction arrow of the latter points 
outwards, i. e. away from the joint, the stress in the bar 
is tensile, if inwards, i. e. towards the joint, oompresBive. 

20. Eqmlibrium of the Forces in a hraeed Structure. 
— If a braced structure is in equilibrium under the 
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action of the loads applied to it, then evidently the 
exterior and interior forces acting at each joint must 
be in equilibrium ; it must therefore be possible to form 
them into a closed polygon. 

Hence we are able — 

1st. To ascertain whether the requirements of the 
several bars meeting at a joint have been properly 
fulfilled. 

2nd. With n bars meeting at a joint to ascertain the 
stresses of two of them, if the exterior forces acting at 
the joint and the stresses of ^—2 of the bars are given 
in direction, sense, and magnitude. 

For example, suppose that the forces P, 4, 5 and 9 
acting at the joint K (Fig. 25) are known and 7 and 8 
unknown. Combine the known forces 4, P, 9, 5 for a 
resultant E, reverse the direction arrow of E and resolve 
it into the two components 8 and 7 by drawing lines 
through its extremities parallel to their directions. 



FiQ. 25. 








We will now proceed to the construction of stress 
diagrams for braced structi^res, dividing the latter into 
the two following classes, viz. : — 

a. Braced beams subject to a constant load. 

h. Braced beams subject to a travelling load. 

In the first class are braced beams employed in 
roof construction, also lattice, suspension and combined 



40 



GRAPHIC STATICS. 



lattice and suspension arrangements together with 
cranes, etc.; while to the second class belong bridge 
girders. 

Braced Structures with Constant Loads. 

21. Boof Trusses. — In making calculations for roof 
constructions a uniform vertical load is usually assumed 
to act upon the rafters. This is not strictly correct, as 
the wind pressure varies from the horizontal through an 
angfe of about 10° Since, moreover, greater safety 
will be ensured if the greatest mnd pressure is assumed 
to act simultaneously with the greatest snow pressure, 
in practice it is usual to make a single calculation based 
on the above hypothesis, this course will be followed 
here for the sake of simplicity. 

The loads on a roof will therefore consist of — 

1. The dead weight of the structure, or the perma- 

nent load. 

2. The weight of the greatest snowfall covering it. 

3. The greatest wind pressure. 

Dead Weight op Roofs. 

22. The following table gives approximately the 
weights in kilos, per square metre and lbs. per square 
foot of various kinds of roof coverings : — 

Wooden Roofs. 



Nature of Covering. 



Single tiles 

Double tiles 

Ordinary slating 

Asphalt on slabs 

Tarred paper (Theerpappe) 

Sheet iron or sheet zinc 



Average Weight 



EiloB. per 
Sq. Metre. 



100 

125 

75 

100 

30 

40 



Lbe. per 
Sq. Foot. 



20 
25 
15 
20 
6 
8 
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Ibon Boofb. 





Average Weight. 


Nature of Covering. 


Kilos, per 
Sq. Metre. 


Lb8. per 
Sq.Foot. 


Slates on angle irons 

Sheet iron on ditto 

Corrugated iron on ditto 

Gorragated zinc on ditto 


50 
25 
22 
24 


10 
5 

4-3 
4-7 



Snow Pbessure. 

23. The greatest depth of snowfall in Mid-Europe is 
about 0*625 metre, or 2 feet nearly. The specific 
gravity of snow is about one-eighth that of water. 

Since 1 cubic metre of water weighs 1000 kilos., the 
snow pressure will amount to 78 kilos, per square metre, 
or 15*6 lbs. per square foot 
over the horizontal projection 
of the roof. 

This pressure decreases per 
square foot in the ratio of 

the half span ^^ (Fig. 26) 4^^ JJ> X c 

^ * s ' 

to the length of the rafter Z. 

The following table gives its value for the different 
values of the ratio - • 

8 





Snow Pbessube. 



h 


Eilot.per 


Lbs. per 


h 


Kilos, per 


Lbs. per 


s 


Sq. Metre. 


Sq. Foot. 


t 


Sq. Metre. 


Sq.Foot. 


1 
■J 


55 


11 


i 


75 


15 


i 


65 


13 


i 


75-5 


151 


i 


70 


14 


i 


76 


15-2 


i 


73 


14-6 


■sfe 


77 


15-4 


i 


74 


14-8 
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[In England a snow pressure of from 5 to 6 lbs. per 
square foot of area covered may be taken as giving suflS- 
cient security.] 

Wind Pressure. 

24. The magnitude in kilogrammes per square metre 

of the pressure p which the wind exerts on a plane 

normal to its direction, is given by the empirical 

formula 

jp = 0-113 v^ 

where v is the velocity of the wind in metres per second ; 
or if V is taken in feet, 

jp = '00 231 v^ lbs. per square foot. 

Since the direction of the wind usually makes an 

angle of about 10° with the horizontal, its direction will 

Fig. 27. make an angle a + IQP with a 

jj^ plane A B inclined a. Draw 

/ '*""*--. fl -A.D perpendicular to the direc- 

/ \^"y tion of the wind meeting BD 

parallel to that direction in D, 
then the wind pressure acting on 
a surface of length A B and 
having a unit of breadth is 

^ ^ "^- W = 2). AD, 

or since 

AD = ABsin. (a+10°) 
we have 

W=p.ABsin. (a+10°). 

Hence the wind pressure per unit of area on A B is 

W 
w = y-n = jp.sin. (a + 10°) ... I. 
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Besolve w into a vertical component q and a compo- 
nent B acting along A B, then 

q _ sin, (g + W) 

w sin. p ' 

but 

^ = 90° - a. 
Hence 

y _ sin, (g + 10°) 

ti; ~ cos. a 
and substituting the value of w obtained in I., 



_ j?.sin.^(a + 10°) 
cos. a 



• . • • ^x« 



If t; = 31 * 6 metres is taken as the maximum velocity 
of the wind, then 

p = 113 kilogrammes per square metre ; 

taking v = 100 feet, we have 

J) = 23 lbs. per square foot. 

If h is the height of the roof and 8 the span, then 

2A 
tan. a = — • 
s 

The following table gives the values per unit of area 
of the vertical component of the wind pressure on roof 
planes having various inclinations. 

VbBTIOAL COMPONBm? OP THE WiND 



K 


Kilos, per 


Lbs. per 
flq.root. 


. * 


Kilos, per 


Lbs. per 


9 


Sq. Metre. 


! • 


Sq. Mttre. 


Sq.Foou 


i 


107-20 


21-44 


i 


22-45 


4-49 


i 


64-75 


12-95 


i 


19-30 


3-86 


i 


44-65 


8-93 


i 


17-00 


3-40 


i 


33-90 


6-78 


T^ 


15-02 


3-04 


i 


27-10 


5-42 






• 
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By adding together the permanent load, the maximum 
weight of snow, and the vertical component of the wind 
pressure, the total vertical load is obtained. 

25. [Note. — The above treatment of the question of 
wind pressure cannot be regarded as satisfactory. It has 
been pointed out by Professor Unwin that wind 
pressure, like fluid pressures generally, acts normally 
to the roof surface instead of vertically, as is the case 
of the other loads to which a roof is subject.. The 
usual direction of the wind is probably horizontal, and 
though it is quite possible that this direction may 
occasionally make a considerable angle with the 
horizontal, becoming, for example, normal to roofe of 
high pitch, it can very rarely, if ever, act vertically. 
Now a horizontal or normal wind can act on only one 
side of a roof, and it is evidently possible that this 
partial or unsymmetrical loading may produce a much 
greater distorting eflFect on the structure generally, and 
greater stresses in parts of the bracing than a uniformly 
distributed vertical load. Moreover, even on the sup- 
position of a wind acting vertically, there will be a 
horizontal component which it would be unsafe to leave 
out of calculation. 

It is therefore evidently necessary to ascertain what 
will be the effect of a horizontal or normal wind acting 
on one side of the roof, thus one stress diagram will not 
suflSce. 

The following formula deduced by Hutton from 
experiment gives the value of the normal pressure of 
the wind on any plane surface in terms of P the 
pressure on a plane surface perpendicular to its 
direction and i the angle of inclination of that 
direction to the plane of the surface. 

Normal pressure P,=P sin. i^'^^^*-^ 
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The maximum force of the wind in England has 
been variously taken at 40 and 50 lbs. per square foot 
of surface perpendicular to its direction. S^ubstituting 
either of these values of P in the above equation the 
normal pressure on the surface is obtained if the 
direction of the wind is known. Supposing the direc- 
tion of the wind to be horizontal, i is equal to the 
inclination or pitch of the roof. The horizontal and 
vertical components of the wind's normal pressure can 
be obtained either by construction or by calculation. 

The following table, taken from Professor Unwin's 
* Iron Bridges and Eoofs,* gives the values of the normal 
pressure (PJ, and of its horizontal and vertical com- 
ponents (P* and P^) for a horizontal wind acting with 
a force of 40 per square foot of vertical surface exposed 
to it, on roofs of various pitch. 



Angle 
Roof. 


Lbs. per Sq. Foot of Surface. 


Angle 

of 
Roof. 


Lbs. per Sq. Foot of Surface. 


P» 


. Pr 


Ph 


Fn 


Pv 


P» 


o 
5 


5-0 


4-9 


0-4 


o 
50 


381 


24-5 


29-2 


10 


9-7 


9-6 


1-7 


60 


40-0 


20-0 


34-0 


20 


18-1 


17-0 


6-2 


70 


41-0 


14-0 


38-5 


30 


26-4 


22-8 


13-2 


80 


40-4 


70 


39-8 


40 


33-3 


25-5 


21-4 


90 


40-0 





40-0 



To determine the stresses in the various members of 
a roof truss it will be necessary therefore — 

1st. To draw a diagram corresponding to the dead or 
permanent load, including the weight of snow if it is 
thought necessary. 

2nd. Assuming the direction of the wind to be 
horizontal, to draw either (a) a diagram corresponding 
to the normal pressure obtained, as in the above table, 
or (b) to draw two diagrams, one corresponding to the 
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vertical and the other to the horizontal component of 
the wind pressure. The latter mode of procedure (b) 
will in some cases be simplest, though in other cases 
the diagram of the horizontal component may, from 
the coincidence of a large number of lines, give a bad 
figure. 

Now if the wind instead of being horizontal is 
supposed to have a direction normal to the roof surface, 
it is evident that on the one hand the normal pressure 
diagram for a horizontal wind read oflf on a diflferent 
scale will give the stresses due to a wind acting 
normally, while on the other hand the horizontal com- • 
ponent diagram for a wind acting horizontally, read off 
from a new scale, will give the stresses due to the 
horizontal component of a wind acting normally. 
Similarly the vertical component diagram for a hori- 
zontal wind can be used to obtain the stresses due to 
the vertical component of a normal wind. It is usual 
to assume the direction of the wind to be horizontal, 
but it is possible that a normal wind may produce 
greater stresses on some bars. 

Having constructed the stress diagrams, it will be 
necessary to make three tables, one giving the stresses 
due to the dead load, another those due to the wind 
pressure, and a third giving the total stresses due to 
the wind and dead load together. The third table will 
then give the maximum stresses on each member of 
the roof. 

In roofs provided with an arrangement permitting 
expansion at one of the supports, it will be necessary to 
draw diagrams to determine the wind pressure on each 
side of the roof separately, since only one of the 
supports can furnish the necessary reaction.] 
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Stress Diagrams. 

26. Ths Oerman Truss, Fig. 28.— The rafter A B is 
divided in this case into two equal segments A E and 
E B at the joint E. Suppose the load 2 P to act on 
each segment of the rafter, then P will act at the 
extremity of each segment. Hence on the middle 
joints E, B, F, there acts a load 2 P (since these joints 
are loaded on both sides), but at the extremities A 
and D of the rafters there is only the load P. 

Fig. 28. 





Each of the two supports has to supply a reaction 
equal to half the total load. Each reaction is therefore 
4 P — P = 3 P, and this reaction must be considered to 
act as an exterior force on the adjacent bars. 

In the stress diagram the reaction SF = ah is first 
resolved into the stresses 1 and 2 of the bars A E and 
A C. At the joint E there are now the forces 1, 2 P, 3 
and 4, of which 1 and 2P are known. Combine 
2 P = a (2 with 1 for a resultant c d and resolve e d 
into the stresses 3 and 4 which are the required com- 
pressions. Proceeding to the joint B, combine 4 and 
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df for a resultant ef and resolve it into the forces 5 
and 6. The remaining half of the diagram will, on 
account of the symmetry of the structure, be similar 
to that already drawn. 

27. The English Boof Truss, Fig. 29, — Suppose each 
of the four segments of the rafter to be loaded with 
2 P so that each of the two supports has to supply a 
reaction of (8 — 1) P. 

Fio. 29. 




TV 



In the stress diagram, resolve the I'eaction a 6 = 7 P 
into 1 = ae parallel to A E and 2 = c 6 parallel to A F. 
Proceeding to the joint E, combine 1 with ad = 2F 
for a resultant c d and resolve c d into 3 = ce parallel 
to E F and 4: = ed parallel to E G. Then passing to 
the joint F, combine 2 and 3 for a resultant e h and 
resolve e I into 5 =ef parallel to F G and 6 = 6/ 
parallel to F H. Proceed to G and combine 4 and 
2'P = dg with 5 for a resultant gf, resolve gf into 7 
parallel to G H and 8 = hg parallel to G F. At the 
next joint H combine 6 and 7 and obtain h 6, resolve h b 
into 9 = hi parallel to H J and 10 = i 6 parallel to H G. 
At J combine 8, 2 P, and 9 for a resultant i h and resolve 
ih into \\=il parallel to J C and 12 =: Ih parallel to 
J B. Finally, at the joint B combine 12 and 2 P for a 
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resultant Im and resolve Im into IS = mn parallel to 
B and 14 - Z « parallel to B D. 

From the symmetry of the structure the stresses in 
the corresponding bars on the oiher side of the centre 
line are identical with those already obtained. 

28. The Belgian, or French Boo/ Truss, Fig. 30.— 
Suppose that each of the four segments of the rafters 
-are loaded with a weight 2 P, so that the load distribu- ■ 
tion is the same as in the last case. 




In the stress diagram, resolve the reaction 7 P = a 6 
into l = ac parallel toAE and 2 = ch parallel to AF. 
At the joint E combine 1 = ac with 2 P = id for a 
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resultant dd and resolve ed into 3=<?e parallel to EF 
and 4:s^ed parallel to EG. Passing to F, 2=(j6 and 
3 = ee are combined for a resultant h e and 6 e is resolved 
into 5 = ef parallel to P G and 6 =/b. At G, the 
resultant of the three known forces 4, 5 and 2 P must 
be resolved into three forces in the directions G C, G J 
and GH; and this resolution is indeterminate. We 
must therefore determine one of the three unknown 
forces for example 7. Now from the symmetry of the 
position of the two tension bars G F and G J with re- 
spect to G C the stresses 5 and 9 may be assumed to be 
equal since they resist 2 P in a similar way. The com- 
pression 7 on the strut G C must therefore be taken as 
the resultant of the two equal tensions 5 and 9 and of 
that component of 2 P which is parallel to G C. Hence 
e g must be made equal to 5 and parallel to G J, and 
g h equal to h i, then fh is parallel to 7. Thus hhis 
the resultant of 7, 5, 4 and 2 P, and h h must therefore 
be resolved into two components i Z = 9 and Z A = 8. 

The resultant I h oi 6 = hf and 7 = fk is resolved 
into 10 = 6 m and 11 = k m, then 8 = Ih and 2 1^ = hn 
are combined and their resultant In 18 resolved into 
12 = vn and 13 = vl. Finally the resultant of 11, 9 
and 13 is vm = 14. 

29. The Bowstring Boof, Fig. 31. — In this form of 
roof which is employed to cover a wider and higher 
space, the snow and wind pressure cannot be assumed to 
be the same per unit of area over the several segments 
A 0, C E, E G, G J, and therefore the vertical com- 
ponent of the wind pressure and the weight of snow 
per unit of area of each individual segment must be 
separately determined from the tables given in pages 
41 and 43. Only the weight of the structure, i. e. the 
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permanent load, cut be considered as noiformly dis- 
tribnted over tbe several segments. 
Fia. 31. 




Snppose that P,, Pj and P3 are the loads on the 
three npper joints C, E, G, then each reaction will be 
D = P, + P, + P3. 

In the stress diagram the reaction J) = ah is resolved 
into 1 =ao parallel to AC and 2 =bc parallel to AD. 
E 2 
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At the joint C, 1 and Pi are combined for a resultant 
cd, and this resultant is resolved into 3 = ce parallel to 
C D and 4: = ed parallel to C E. Passing to the joint D 
combine the already determined forces 2 and 3 for a 
resultant I e and resolve the latter into 5 = ef parallel 
to ED and 6=fh parallel to DP. At the joint E, 
obtain fg the resultant of 4, 5, and Pa and resolve fff 
into 7 =fh parallel to EF and 8 = hgf parallel to 
E G. From 6 and 7 the resultant Ih is obtained and 
resolved into 9 = hi parallel to GF and 10 = i6 
parallel to PH. Finally, 8, 9, and P3 are combined 
and their resultant hi is resolved into 11 =ih parallel 
to G H and 12 = kh parallel to G J. 



1 



Beams supported at both Ends 

30. The Simple Truss, Fig. 32. — ^In this form of truss 
the beam A B is suspended at its centre C by an iron 

Fig. 32. 





rod, or by a wooden king-post to the joint D of the rafters 
A D and B D, and supported at its ends. The half of the 
load 2 P concentrated at C falls on each of the supports 
since A C = C B. In the stress diagram make a 6 = P 
and resolve a I into 1 parallel to A C and 2 parallel to 
A D. For the joint C combine 2 P = a d with 1 for a 
resultant c d and resolve c d into 3 parallel to C D and 
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5 parallel to CB.j\ Since finally the forces 2, 3 and 4- 
acting at D are in equilibrium, they must form a closed 
polygon, hence fc e = 4. 

From the symmetry of the figure 2 = 4 and 1 = 5. 
But since the tension bar CD must directly support 
the load* 2 P, the triangle of forces alo will suffice 
for the determination of all the stresses. 

31. The Simple Inverted Trues, Fig. 33. — This is 
merely a simple truss inverted, and its bars will there- 
fore have to resist stresses of p^^ gg 
the opposite kind to those of 
the simple truss. 

Now the strut C D must 
directly support the load 2 P 
and the forces 1 and 5 must 
from the symmetry of the 
positions of the bars be equal. Hence it is merely 
necessary to construct the triangle ahc. 

N.B. — Suppose in the two preceding paragraphs that 
the load 2 P instead of being concentrated at is 
uniformly distributed over the beams A B, then half of 

this load is borne on A C and half on G B. By reason 

P 
of the load P over the segment A C, ^r will act at A 

and also at C, and by reason of P over the segment C B 

P 

- will act at C and B. Thus at A and B there is a 

P 

reaction - and at a load P. Hence the new stress 

diagram will give stresses only half the amount of 
those given above, i. e. a simple truss will bear a uni- 
formly distributed load twice as great as that which it 
could support concentrated at its centre. 
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32. The Queen-post Truss, Fig. 34. — If the beam is 
suspended at two points, and loaded at those points 

Fig. 34. 




with a weight P, then by symmetry the reaction arising 
at each support will be P. Eesolve the reaction P=a6 
into 1 = 6 (J parallel to A E and 2 = ca parallel to A C. 
Eesolve the interior force 1 (reversing its direction 
arrow) into 4 parallel to EF and 3 parallel to EC. 
Finally for the joint C draw the quadrilateral ahed 
made up of the forces P, 2, 3, and 5 acting at C ; thus 
dh = 5. 

From the symmetry of the figure it is evident that 
1 = 7; 2 = 8; and 3 = 6. 

33. The Inverted Queen-post Truss, Fig. 35. — This is 
merely the queen-post truss of Fig. 34, inverted, con- 

* sequently the similarly 

Jb IGr. t50. 

P T> p p designated bars of both 

structures suffer stresses 
equal in magnitude but 
opposite in kind. 

Since now by para. 32 
the force? 2, 5 and 8 are 
equal and the force 4 
is equal to 5 but of opposite kind. Henee {since 
1 = 7 and 3 = 6) the triangle of forces ahc suffices 
for the determination of the required stresses. 

The numerous other forms of truss can be simi- 
larly treated, but since some of them can be brought 
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under the head of "braced" or "lattice" girders 
we shall oot make a separate reference to them 
here. 



Beams fixed at one End, Cantilevers. 

34. The Simple Cantilever^ Fig, 36. — In this struc- 
ture the beam BA is loaded at A, suspended by a 
tie-rod A C and made fast in the wall at B. 

Eesolving P into 1 and 2, we have 1 as the tensile 
stress in A and 2 as the compressive stress in B A. 



Pig. 36. 





If (as in Fig. 37) the beam A B is supported at A 
by a strut C A from beneath, the above conditions of 
stress are merely reversed. 

35, The Braced Cantilever^ Fig. 38. — ^In this case the 
only exterior force is the load P suspended at A. For 
the stress diagram draw a b = P and resolve it into 
1 parallel to A C and 2 parallel to A B. Proceed to B 
and resolve 2=:ac into 3 parallel to B C and 4 parallel 
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to B D. For the joint C combine 1 and 3 for a resultant 
h d and resolve it into 5 parallel to C D and 6 = he 
parallel to CE. Finally for the joint D combine 
4 and 5 for a resultant e a and resolve it into 8 = af 
parallel to D F and 7 = ef parallel to D E. 

36. The "Perron'' -Boo/, Fig. 39.— This roof can 
evidently be treated as a braced cantilever. Suppose 
P to be the load on each of the four segments of the 
rafter A H, then at the extremities of the latter there 

P 

acts a load ^ , and at each of the intermediate joints a 

load P. 



Fig. 39. 




m/ 14^ 



{/ 10 -T e CI o<y 



J ^^ c *° z § c 




For the stress diagram draw a 6 = -^ and resolve it 

into 1 = a c parallel to A C and 2 = 6 c parallel to A B. 
Proceeding to B combine 2 with P = 6 d for a resultant 
d c and resolve it into 3 = ce parallel to B C and 4 = e cZ 
parallel to DB, Now for the joint C combine 1 with 3 for 
a resultant ea and resolve e a into & = af parallel to C E 
and 5 = ef parallel to C D. For the joint D combine 
5, 4, and P = d^ for a resultant/^ and resolve fg into 
7 = /A parallel to D E and 8 = ^ A parallel to D F. 
The forces meeting at the joints E, F, G, and H are 
similarly treated, and we obtain 9 = A i ; 10 = a i ; 
ll = i7; 12=:lJc; 13 = lm; 14 = am; 15 = mo; 16=ow. 
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37. The Lattice Cantilever, Fig. 40. — Suppose the 
structnre loaded merely witb a weight P suspended 
at A, to be fixed in the wall at B and C, and to be 
symmetrical about the horizontal line A X. 



In the atress diagram b^n by resolving the exterior 
force V = ah into 1 and 2 respectively parallel to the 
directions of the bars A E, A F ; the force 1 must now 
be resolved into the forces 3, 4 and the force 2 into 5, 6, 
since 1, 3, 4 and 2, 5, 6 meet in E and F respectively. 

We thus arrive at the jqint G, for which the two 
known forces 3 and 5 must be combined and their 
resultant resolved into 7 and 8, i. e. in the stress diagram 
3 = 6e is combined with 5 = e/ and .their resultant/& 
is resolved into 7 parallel to G J and 8 parallel to G K. 
Proceeding similarly, the stresses in the bars meeting at 
the remaining joints H, J, K . . . are determined and 
the stress diagram obtained is symmetrical about the 
axis X X' ; only one half of it therefore need be con- 
structed. For instance, by reason of their symmetrical 
disposition with respect to F and to the axis XA, 
1 = 2; 3 = 6; 4 = 5; and so on. These equal stresses 
will however, be opposite in kind ; those indicated in 
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the diagram by single lines being tensile, and by 
double lines compressive. 

38. Braced Structures of the most general form with 
-fixed Load. — In Fig. 41 such a structure is shown, 
having for the sake of simplicity of figure only four 



Fig. 41. 




bays. It is formed of two polygonal booms ACE., 
and A B D . . divided by verticals into unequal bays. 
It is symmetrical dbout the centre line E D, and 
has two diagonals inclined in the same direction. 

The upp^- joints only are supposed loaded, and joints 
symmetrically situated about the centre line have equal 
jkMtds. The reactions D at A and A' are therefore each 

, X. Q 
equal to P + ^ . 

For the stress diagram a 6 = D is drawn first and 
resolved in the direction of the bars A C, A B, thus 1 
and 2 are obtained as the stresses in those bars. Pro- 
ceeding to B, 2=6(5 is resolved into 3 parallel to BC 
and 4 parallel to B D. For the joint C combine 3, 1, 
and P for a resultant e d and resolve it into 5 parallel 
to D and 6 parallel to C E. For D combine the 
known forces 4 and 5 for a resultant/ 6 and resolve the 
latter into 7 parallel to DE and 8 parallel to DB. 
Similarly for E, obtain from the known forces Q, 6 and 
7 the forces 9 and 10, and for B^ obtain from 8 and 9 
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the forces 11 and 12, Finally 13 is the closing line of 
the four-sided figure formed of the forces 11, 10, P, 13, 
which act at Ci. 

The structure shown in Fig. 42 differs from that in 
Fig. 41 only in that the diagonals have opposite posi- 
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tions. The corresponding stress diagram shows that the 
similarly figured diagonals differ only in being strained 
in the opposite directions. It foUows therefore that if 
in a braced beam the diagonals have opposite positions 
to those of a similar beam, then the stresses in those 
diagonals will be of opposite kinds; i.e. if they are 
tensile in the one structure they will be compressive in 
the other, and vice versa. 




39. The Combined Braced Beam, Fig. 43. — Suppose 
that tlie two single braced beams shown in Figs. 41 and 
42 are placed one upon another and combined so that 
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the combined braced beam (Fig. 43) results. Then it 
may be assumed that the combined braced beam will 
bear as much load as the two single beams together. 

If the stresses in the members of the combined 
beam (Fig. 43) are to be ascertained, suppose the latter 
to be resolved into the two single beams (Figs. 41 
and 42), and determine the stresses for each single 
beam on the supposition that it bears only one half of 
the total load to be borne by the combined beam. 
Now, suppose the two beams recombined, and obtain 
finally the stresses of the boom segments and of the 
verticals in the combined beam by adding their values 
as obtained for the single beams. 

A braced beam with any number of bays can be 
similarly treated. 




40. Braced Beam with parallel Booms and fixed Loady 
Fig. 44. — The structure shown is symmetrical about its 
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centre line E P and has to sustain over each bay a 
uniformly distributed load P, so that at each of the 

middle joints D, F, Di, there is a load P and at each 

P 

of the end joints B, Bi a load -^ . For the reactions at 

A and Ai 

D = 2P. 

The vertical end pillar A B has evidently to support 
the reaction D directly^ hence the bar A C appears to 
be unstrained. The force acting at A can therefore be 
removed to B without disturbing equilibrium, and con- 
sequently the resolution of D is commenced at B. 

For the stress diagram make ad = T>, and since part 

P 

of the reaction is balanced by the load ^ at B, make 

P 3 
a h equal to the remainder D — ^ = ^ P, and resolve 

3 

- P = a 6 into 2 parallel to B D and 3 parallel to B C. 

For the joint C resolve 3 into 5 parallel to CD and 

6 parallel to C E. Passing to the joint D combine 
5 and 2 with P for a resultant e d and resolve it into 

7 parallel to D E and 8 parallel to D F. The centre 
strut F E has to bear at its top a load P only, and thus 
in F E there is a compressive stress 9 = P. Since 
the beam is symmetrical about FE the stresses of 
the bars forming its right half are identical with those 
of the similarly figured bars of the left half. 

The beam shown in Fig. 45 difiers from that of 
Fig. 44 only in the opposite position of its diagonals, 
the diagonals of Fig. 45 therefore, undergo the opposite 
stresses to the corresponding diagonals of Fig. 44, as the 
stress diagram shows. 
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The two end pillars A B, Ai Bi each sufTer stresses of 

P P 

^ only, since portions of the reactions equal to D — ^r > 



Fig. 45. 



3 



p. 



r 



FTP 



P4 




or jr P are directly supported by the bars A D arid 

AiDi. Moreover the bars BD, DiBi appear to be 
unloaded, as is also the case with the centre vertical 
bar E F, the load !P at F being directly supported by 
the bars PC and FCi. 

41. The Braced Beams of Figs. 44 and 45 combined. 
— Suppose the two single beams, Figs. 44 and 45, 
superposed and combined. We thus obtain the form 
of structure shown in Fig. 46, in which the stresses 
of those members which coincide must be added while 
those of the diagonals remain unchanged. Since the 
vertical struts in the two single beams, with the excep- 
tion of the two end pillars, suffer opposite stresses. 
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hence for esrch of the centre verticals of the combined 
beam we have only the compression P, while for the 
end pillars we have 2 P. 

Fig. 46. 




C £ C 

42. Braced Beams with parallel Booms and withotU 
Verticals. — In the single braced beam, Fig. 47, the 

Fio. 47. 




^ 
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parallel booms are connected by diagonals only. Suppose 
in this case also a uniformly distributed load on the 
upper boom BBi, then if the total load on the beam 
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together with its weight is 4 P, we shall have the load 

distribution indicated in the figure, and the reactions 

P 

D = 2 P. A portion of these reactions equal to -^ will 

P 

evidently be directly balanced by the loads -^ acting at 

3 
B and Bi, while the remainder equal to ^P will be 

transmitted by the end pillars AB, AjBito B and Bj, 
and thence to the bars 3 and 4. Hence in AC and 

AiCi there exist no stresses. 

3 

For the stress diagram, the partial reaction ^ P 

transmitted to B is resolved into the bar-stresses 
3 parallel to B C and 4 parallel to BD. From 3 the 
stresses 5 = c d and Q = dh are obtained, the resultant 
(Ze of 5, 4 and P is then resolved into 1 =fd and 
8 = ef. Finally 6 and 7 are combined for a resultant 
fh and fh is resolved into Q =^fg and 10 = gh. 

Suppose now that a second braced beam, having an 
equal load and differing solely in the reversed positions 

Fig: 48. 

a r f f r r F i c 




of its diagonals, is superposed upon, and combined 
with the first. Then the booms will coincide, and we 
obtain the lattice girder shown in Fig. 48, which will 
sustain twice the load of the single girder (Fig. 47). 
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The stresses on the members of this structure are 
obtained by adding the stresses of the coinciding booms 
and leaving those of the diagonals unaltered. 

[Lattice girders and girders with parallel booms 
generally, are more usually treated by calculation than 
by the graphic method.] 

Braced Beams with permanent and travelling 

Load. (Bridge Girders.) 

43. Effect of a travelling Load on hraeed Structures. — 
Bridge girders have, besides their own dead weight, 
which is constant, to sustain a load over the whole 
bridge due to the heaviest passing train. The weight 
of the bridge may be supposed uniformly distributed 
over its whole length, and hence by para. 12 we can very 
easily obtain the bending moments and shearing forces 
at any section, due to it. It is however, diflferent in 
the case of the travelling load. It is necessary in this 
case to determine for what position of the load the 
stresses on the various constructional parts of the 
girder attain a maximum. For this purpose we shall 
investigate first the effect produced by a concentrated 
load on the bars to the right and left of it, and then 
proceed to apply the results obtained. 

[Note, — In the following figures those portions of a 
girder which are left out of consideration are dotted.] 

44. Maximum Stress of the Booms. — In order to de- 
termine the effect which a concentrated load P applied 
on the right of the section afi (Fig. 49) exerts on the 
boom E G, i. e. to ascertain whether the stress in E G 
is tensile or compressive, suppose the girder cut into 
two parts by a section plane a^ and that imaginary 
exterior forces X, Y, Z, are applied at the points of 

V 
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section, capable of maintaining equilibrium. Now on 
the left portion A E F of the girder there are acting 
only the three forces X, Y, Z, and the reaction D at A 
due to the concentrated load P. These four forces must 




Fig. 49. 



therefore be in equilibrium, and hence the algebraic 
sum of their statical moments about any point in their 
plane must be nil. In order to eliminate the forces Y 
and Z, take moments about F the intersection of the 
directions of those forces. Thus if d and x are the 
perpendiculars dropped from F on the directions of D 
and X, 

D.5 — X.a*' = 0; orX = — ^ — • 

The direction arrow of X indicates that the seg- 
ment E G of the upper boom is in compression under 
the action of P, and hence every load ajpjplied on the 
right of the section plane a 13 exerts a compressive stress in 
that segment of the upper loom which is cut hy the plane. 

The effect produced by a load P applied to the left 
of the section plane a /8 (Fig. 50) can be similarly in- 
vestigated. Taking moments about F, 

-Di.5; + X.a; = 0; orX = 5l:i^ 

X 
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The direction arrow indicates that E G is again in 
compression ; thus, every load applied to the left of the 
ieffment E G eoserta m E G a compressive stress. 



Fig. 50. 







.^ 11/ 



^1 ^/> 



The above reasoning will of course hold good for any 
section between E and G. 

Hence generally- — 

The upper hoom suffers compressive stress ordy^ and 
this stress attains a maximum when the whole girder is 
fully loaded. 

In a similar way the condition of maximum stress in 
the lower boom can be investigated. Suppose a con- 
centrated load P to be applied to the right of a/S 
(Fig. 49). Take moments about G and call d and z the 
perpendiculars dropped on the directions of D and Z 
respectively. Then — 

. D.d-Z.2 = 0; orZ = — . 



The direction arrow of Z indicates a tensile stress in 
the segment F H of the lower boom. 

If the load P is appUed to the left of F H (Fig. 50), 
then taking moments about G, 



- Di.il + Z.» = 0; orZ = 



Di.(?i 



e 



F 2 
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The stress in F H is therefore again tensile, and 
hence generally — 

Ths lower loom is mibject to tension only, and this 
tension is a maximum when the girder is fully loaded, 

45. Maximum Stresses of the Braeing Bars. — Under 
the term " bracing bar " are included those members of 
the structure which serve to unite the upper and lower 
booms, e. g. the vertical and diagonal bars in Fig. 49. 

In order to obtain the stress Y in a diagonal bar F G 
(Fig. 49), suppose a concentrated load P applied to 

the right of the section 
plane a ^, and obtain the 
i^X condition of equilibrium for 
\Z the left portion (Fig. 51) 
of the structure. Taking 
moments about the point 
in which the boom seg- 
ments E G and F H meet 
if produced. Then if y and 
S are the respective perpendiculars dropped from O on 
the directions of Y and of D, 

-D,S + Y.y = 0; orY = — . 



Fig. 51. 



S^^:^ 
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The direction arrow of Y indicates that any load 
applied to the right of the har F G eicerts a compressive 
stress in F G. 

Suppose the load P to be applied on the left of the 
section a /8 (Fig. 52), then taking moments about O 
and calling y and Bi the respective perpendiculars 
dropped from O on Y and on D^ the reaction of the 
support due to P, 

- D^.S, + Yy = 0; or Y = ^^'- • 

y 
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The direction arrow of T indicates tensile stress in 
F G. Hence— 

Every load applied to the left of the bracing har F G- 
V)%ll exert in that bar a tensile stress. 

Pig. 52. 
f 



Q.. 




Since then, loads applied on opposite sides of any 
diagonal bar produce opposite stresses, hence — 

A bracing bar is in the condition of maximum stress if 
the girder on one side of it is fvUy loaded and on the 
other is unloaded. 

The same rule holds in the case of the vertical bars. 
To ascertain the maximum stress in J K (Figs. 49 and 
50), suppose the girder cut by a section plane 7 e, so 
that only three bars including J K are divided. Let a 
force P be now applied, 1st, to the right of the section 
plane 7 e, and 2nd, to the left of that plane, and obtain 
the condition of equilibrium of the two other bars by 
taking moments about U. It will then be seen that in 
the girder (Figs. 49 and 50) any concentrated load P 
applied to the right of J K produces in J K a tensile 
stress, while a load applied to the left produces a com- 
pressive stress. 

Hence generally in a braced girder — 

Each bracing bar is in the condition of maximum stress 
when every joint of the girder either on the right <yr on the 
left of the bar is fully loaded. 
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46. Oirders with parallel Booms. — In the case of 
braced girders with parallel booms the above method 
of investigating the greatest stresses in the several 
parts can equally be employed. 

In order, for example, to determine the effect pro- 
duced by a concentrated load applied to the right of 
the section plane a ^ (Fig. 53). Suppose as before, 




that by the application of the forces X, Y, Z at the 
points of section the equilibrium of the left portion 

(Fig. 54) is maintained. 

Kesolve vertically, then 

Ycos. (90°-^) = D; 
T or, ^ D 




Y = 



sin. ^ 



. « In this case Y tends to 
r *d produce a right-handed 

rotation, and the corresponding direction arrow evi- 
dently indicates that the stress in F G due to P is 
tensile. 

Treating the case of a concentrated load applied to 
the left oi a fi (^ig* 55) in a precisely similar way, we 
obtain 



T = 



sin. ^ 
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In this case the direction arrow of Y indicates a com- 
pressive stress in the bar F G. 

Hence generally — 

Every concentrated load applied to the right of the 
diagonal bar P G produces tension in it, while a load 
applied to the left produces compression. Any diagonal 
of a braced girder with parallel booms is consequently in 
the condition of greatest stress when the girder is loaded 
to its maximum on one side of that diagonal. 

Fig. 55. 





The same rule holds also for the vertical bars. 

For instance, in order to determine the greatest stress 
in the third vertical E F (Fig. 53) draw the section line 
7 S and investigate the effect of a concentrated load P 
applied to the right of this section plane, and producing 
a reaction D at A (Fig. 56). Apply the forces X, V, Z, 
at the sectional parts and resolve vertically, thus 

V = D. 

Hence the bar F E is in compression. 

Again if the load P is applied to the left of 7 S and 
produces a reaction Di at B (Fig. 57), then resolving 
vertically, 

And the direction arrow of Y indicates a tensile stress 
inEF. 
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Hence generally — 

The vertical Jbars suffer opposite stresses when the had 
is applied on the right and on the left of them, and their 
ffreatest stress occurs when the girder is loaded to its maxi- 
m/um eatent on due side of them. 



Fig. 57. 




In conclusion with regard to the greatest yalues of 
the stresses X and Z of the two horizontal segments 
of the booms (F H and E G, Fig. 53), these stresses 
will as in all braced girders be a maximum when the 
whole structure is fully loaded. Moreover in the case 
of parallel booms X and Z are the only horizontal 
forces which enter into the case, therefore since no 
yariation in a horizontal direction can arise, 

X = Z. 



Braced Gibders fob Eailwat Bbidges. 

47. General Case. — ^By means of the results obtained 
in the foregoing paragraphs it will not be diflRcult to 
determine the greatest stresses on the various construc- 
tional parts of a braced girder. 

It must first be ascertained what amount of the dead 
load and of the greatest live load on the whole bridge 
falls on a single girder. If the total load is borne by n 
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equally strong girders, then the dead load together 
with the aggregate axle pressures of the heaviest trains 
covering the bridge, must bo divided by n. Then by 
construction obtain, as in paras. 9 and 12, the greatest 
shearing forces (V) and moments (M) at the various 
joints of a single girder due to the dead and to the live 
loads. 

This having been effected we pass to the determina- 
tion of the stresses in the booms. 



Stresses of the Booms, — Fig. 58 represents a braced 
girder with single diagonals and Mi, Mj, Mj . . . . the 
maximum total moments at its successive joints ob- 
tained by adding the values of the moments given by 
the dead and live loads. In order to determine the 
stress in any segment FH of the boom, suppose the 
girder cut into two parts by a section plane o/S, and 
the right half having been removed apply the forces 
X3, Yj, Z3 at the points of section. Let Vj be the 
shearing force due to the exterior forces acting on 
the left portion of the girder, and in order to obtain X3 
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take moments about G the intersection of the directions 
of Y3 and Z , thus 



V3.t;3 — X3.aj3 = 0; or X3 = 



V3.t;3 



M/q 



But the product Y3.V3 is the moment M3 of the exte- 
rior forces acting on the left portion of the girder. 
Hence 

^ M3 

Similarly the stresses of all the remaining segments 
of the boom can be obtained. The segments A C, A D 
however, which meet at the support, can be most easily 
treated by a direct resolution of the maximum support 
reaction along their directions. This maximum reaction 
will evidently arise when the train moves from B to A 
and the leading locomotive axle is over A. 

Stresses of the diagonal Bars, — The maximum stress 
of the bracing bars arises when the moving load covers 
one side of the girder and when the larger portion of 
the girder ; i. e. the portion between the bar in question 
and the farther abutment, is covered by the moving 
load. But since the dead load is constant, it will be 
best to determine first the stresses caused in the several 
bracing bars by this dead load and then to pass to the 
determination of the maximum stresses due to the 
moving load. By adding the stresses thus obtained 
(having due regard to their sign) we obtain the maximum 
total stress on the various bracing bars. The stress 
due to the dead load can be treated as has already been 
shown for the case of braced structures with a fixed load. 
Hence it will be unnecessary to treat it further, and 



8TBESSE8 OF DIAGONALS. 



75 



we can therefore proceed to the determination of the 
stresses in the bracing bars due to the moving load. 

For example, the maximum stress Y3 in the diagonal 
F G (Fig. 58) will by para. 45 occur when the train, with 
two of the heaviest locomotives at its head, coming from 
the right abutment B, arrives at the section plane a p. 
Obtain, as in para. 9, the shearing force V3 corresponding 
to this position of the load, then V3 will (since only one 
portion of the girder is loaded) be the reaction at the 
abutment A. 

If then the portion a A )9 (Fig. 59) is in equilibrium 
under the forces X3, T3, Z3 and V3 acting on it, the 
algebraic sum of the statical moments of these forces 
about any point in their plane must be nil. Hence 
taking moments about O the intersection of the direc- 
tions of X3 and Z3 , — 

- V3.t;3 + Y3.y3 = 0; orY3 = ^^^^ 



Fig. 59. 



!*^ 





Since V3 tends to cause left-handed rotation Y3 will 
tend to cause right-handed rotation, and hence the 
direction arrow of Y3 indicates that the greatest stress 
in F G is tensile. 
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Note. — If the intersection of the directions of the 
forces X3 and Z3 is unavailable, the determination of Y3 
can be dealt with according to para. 17. Eesolve the 
shearing force V3 acting at A, Fig. 60, in the direc- 
tion of the three other forces X3, Y3 and Zg. Produce 
one of them X3 to meet V3 in s, then the resultant of 
V3 and X3 must be equal to the resultant of T3 and Z3 
and have G s as its direction. Make a = V3 draw 
from the extremities of a lines parallel to X3 and Ga, 
and resolve h the resultant of V3 and Xg into Y3 = 6 e 
and Z3 = 0. 

It has been shown above that the maximum stress 
in the diagonal bar F G (Fig. 58) is tensile and arises 
when the train coming from, the Tight abutment arrives 
at the section plane a^. According to para. 45 the 
same diagonal will suffer the greatest compressive 
stress when the train coming from the left arrives 

at ay8. 

Fig. 61. 

iT5 




Let Vg be the shearing force corresponding to this 
position of the load. Then considering the portion 
lying to the right of the section plane a^. Fig. 61, on 
which, besides the forces X3, Y3, Z3, there acts only 
the reaction V3, and taking moments about 0, — 

- V3.V3 + Y3.y3 = 0; or Y = -^^ 



STBES8E8 OF VERTICALS. 11 

The diagonal F G will consequently be in the condi- 
tion of maximum tensile or compressive stress accord- 
ing as the train arrives at a ^ from the right or from 
the left. 

Similar conditions obtain in the case of all the dia- 
gonals of the left half-girder. 

In the right half-girder opposite conditions of stress 
obtain on account of the reversed position of the dia- 
gonals with respect to the centre line ; i. e. the diagonals 
of the right half-girder are ifi the state of maximum 
tension if all the bays to the left of them are loaded, 
and in that of maximum compression if all the bays to 
the right are loaded. 

If in any bay, e. g. the third, a diagonal bar E H, 
Fig. 58, leaning to the right is substituted for FG 
leaning to the left, then this bar will evidently suffer 
stress of opposite kind to that in F G, and it will in fact 
suffer the same stress as M N to which its position is 
symmetrical. 

Stresses of the vertical Bars. — By para. 45 the vertical 
bars also, are in the condition of maximum stress when 
the structure on one side of 
them is fully loaded. ' 

Suppose that it is required : [ \^Ia, 

to determine U2 the maxi- L-ia-j ^^ 
mum stress of the second oLr''^^^^ 

vertical bar EF, Fig. 62, ; — "'"'"'^'^^^^l-J^ Zj 

then the train coming from * "^ —* »i^ \ 

the right abutment must 

have arrived at E F. Obtain as in para. 9 the shearing 
force V2 corresponding to this position of the wheels, then 
V2 will act as a reaction at the abutment A. Suppose 
that the portion 78 A is in equilibrium under the 
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action of the forces Xg, U2, Zg, and V2, then taking 
moments about 0, — 

V2.'y2 



- V2 . "^2 + U2 . '»*2 = ; or U2 = 



U2 



Since in this case U2 tends to produce right-handed 
rotation, its direction arrow indicates that the maximum 
stress in E F is compressive. 

If the train comes from the left abutment and arrives 
at E F, then E F is in the condition of maximum tension. 

Let V2 be the shearing force due to this position of 
the load, then as a condition of equilibrium of the por- 
tion 7 B S, taking moments about 0, — 

^y,.V2 + \J2.u, = 0; orU2 = ^', 

and the direction arrow 9f U2 now indicates a tensile 
stress. 

\fy Fig. 63. 



0.^ !^^.-^ 










All the other vertical bars of the left hxilf-girder are 
subject to similar conditions ; that is to say, they are 
in the condition of maximum compression if the train 
covers all the bays to the right of them, and in that of 
maximum tension if the train occupies all the bays to 
the left of them. 

In the right half-girder, it results from the reversed 
positions of the diagonals with respect to the centre 
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line, (hat the vertical bars also, are strained in the 
opposite way ; i. e. the verticals of the rtffht half-girder 
are in a condition of maximum compression or tension 
according as the train occupies the bays on the left or 
right. 

48. Crossed, or redundant Diagonals. — It has been 
shown that in a braced girder of the general form 
given in Fig. 58, the bracing bars are alternately in 
tension and compression. Since however, it is not 
easy to arrange and connect bars capable of resisting 
both tension and compression, it is usual to introduce 
crossed diagonals in every bay in which the single 
diagonals would be subject to both tension and com- 
pression. If both these diagonals are constructed as 
tension bars incapable of resisting compression, then 
each bar will be subjected to stress only by that load 
disposition which causes tension in it. In the braced 
girder with redundant diagonals (Fig. 64,) therefore, 

Fio. 64. 



only the maxima tensile stresses, determined in the 
case of the single braced girder. Fig. 58, need be taken 
into consideration. For instance, in the third bay there 
comes into play in the diagonal F G the tension Yj 
(mas.) and in E H the tension T^. In the same way 
the stresses of the crossed diagonals of the remaining 
bays can be obtained directly from Fig. 58. 
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If the redundant diagonals are* constructed solely as 
tension bars incapable of resisting compression, then 
evidently the vertic&l bars must be capable of resisting 
the maximum compressions arising in them. These 
maximum compressions (U) can be determined as in 
the case of the girder with single diagonals, Fig. 62. 

In conclusion it should be noticed that on account 
of the symmetrical arrangement with respect to the 
centre line of the various bars of the girder with 
redundant bracing (Fig. 64), the symmetrically situated 
bars will undergo equal stresses. Thus — 

Xi = Xg ; X2 = X7 ; X3 = Xg ; X4 = X5 ; 
Zi = Zg ; Z2 = Z7 ; Z3 = Zg ; Z4 = Z5 

and so on. 

Note. — If the crossed diagonals are so constructed as 
to be capable of resisting compression only (as is the 
case in wooden structures), then the diagonals or struts 
will take up only the greatest compressions, and the 
verticals only the greatest tensions of the corresponding 
singly braced girder. 

49. Special Cases, — The determination of the stresses 
in the " Pauli " and parabolic bowstring girders can be 
proceeded with in the same way as in the case of the 
bowstring suspension shown in Fig. 64. 




The former has virtually the same form as the bow- 
string suspension, while the latter is of the form shown 
in Fig. 65. The upper joints lie on a parabola whose 
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vertex is at ,the centre joint 8 and the lower joints are 
in a straight line. More rarely the reverse arrange- 
ment is met with. 

In the " Schwedler " girder, Fig. 66, in the girder 
with parallel booms. Fig. 67^ and in the half parabolic 
girder. Fig. 68, the crossed or redundant diagonal 
braces are required only in the respective centre bays, 
since it is in these bays only, that the diagonals are 
subject to both tension and compression. For farther 
information with respect to the systems above named 
the reader is referred to the ^ Baumechanik,' published 
by Dominicus of Prague. 

Fig. 66. 




Fio. 67. 




Fio. 68. 




50. Fi^ Load in plaee of travelling Load. — The 
graphic determination of the stresses in bridge girders 
becomes still simpler if (as has hitherto been the almost 
universal practice) a corresponding fixed load is- taken 
into consideration in place of the real travelling load. 
This mode of procedure leads, however, to results which 
are tan from correct, more especially in the case of 

G 
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railway bridges of short span ; it is however, permissible 
in the case of road bridges, since for them the worst 
case of loading is usually taken as a crowd of people. 

The maximum bending moments are obtained as in 
para. 12 by means of a parabola, while the shearing 
forces corresponding to a load covering the bridge on 
one side of any section can be determined by means of 
the funipular curve and polygon of forces. 

Since the determination of the maximum bending 
moments has been fully explained in the paragraph 
above named, it WiU be necessary only to deal with that 
of the shearing forces due to a traveUing load partially 
covering a beam. 

Pig. 69. 
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Let q be travelling load per unit of length of a beam 
A B, Fig. 69, and I the length of the beam. Then the 
total travelling load i%q.l and the reactions (if the load 

covers the beam) are both equal to ^ . The funicular 

polygon corresponding to this position of the load 
becomes a parabola whose vertex 8 is obtained by 

making m 8 = ^r= , where H is the polar distance in the 

corresponding polygon of forces. In this polygon of 

forcesAiBiss j.ZandAiA = ABi=-^. Suppose that 

the maximum shearing force due to the travelling load 
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is to be determined for any cross section distant x 
from A, then the load must cover B the greater por- 
tion (or the distance of C from the farther abutment) 
only, and the portion of the load q.x on the smaller 
portion A C must be supposed removed. This portion 
of the load can (as in para. 9) be immediately cut away 
by drawing a tangent to the parabolic funicular curve 
at c (vertically under C) and producing it to cut a ver- 
tical dropped from the nearest support in Oi, Then 
% 6 is the new closing line of the funicular polygon cor- 
responding to the partial loading of the beam. In the 
polygon of forces draw Si parallel to ai h through O 
the pole and set off Ai Y on the line of loads equal to 
q . Xj then SjV will be the new reaction at the support A 
and SiV is therefore the required shearing force at G. 

51. Concentrated Loads on small Spans, — In bridges 
of small span the stress due to a heavily laden waggon 
may be greater than that due to a crowd of men. In 
Figs. 70, 71, and 72, three different load distributions 
are given. That of Fig. 70 serves for bridges in ordi- 
nary country roads, that of Fig. 71 for bridges in 
turnpike roads, and that of Fig. 72 for bridges in large 

Fig. 70. 
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towns, where not unfrequently from the transport of 
heavy machines, boilers, railway waggons, and dis- 
mounted locomotives, very considerable axle pressures 
have to be provided for. 

G 2 
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The weight of a pair of horses has been taken in 
each case as * 6 ton. Bridges constnicted for the load 
indicated in Fig. 72 can also be nsed for tramways. 

The determination of the shearing forces and bending 
moments can be proceeded with as in para. 9. 



Fig. 71. 




Pio. 72. 
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Construction of the Line of Besistance of an 

Arch. 

52. In conclusion it is proposed to determine the 
conditions of stability of a symmetrically formed and 
symmetrically loaded arch, by the construction of its 
line of resistance. 

Let A B C D (Fig. 73) be any portion of an arch 
whose thickness perpendicular to its face will in the 
following investigations be considered as unity. Two 
forces G and F act on this fragment, of which the first 
is the weight of the portion A B C D of the arch-ring 
together with its superincumbent load BEFG, while 
the second is the pressure transmitted from the adjacent 
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portion of the arch. The resultant of G and P must be 
balanced by the reaction of C D. 

If then the portion A B C D rests in stable equilibrium 
on the skewback C D under the fig. 73. 

action of these forces. Then — 

1. In order that rotation about 
the edges C and D may not take 
place, the resultant B of P and 
6 must cut the plane D some- 
where hdween those edges. 

2. In order that no sliding 
may take place along CD, the 
angle <f> made by B with the normal N S must be less 
than the angle of friction of the stone of which the 
arch is built, which angle is about 30°. 

8. The greatest pressure per unit of area on any part 
of the plane C D must not exceed the safe resistance of 
the material. 

In order therefore that every portion of the arch 
may be in stable equilibrium, these three conditions 
must hold at every joint. 

By joining the successive points in which the re- 
sultant of the exterior forces cuts the successive joints a 
continuous line, termed the " Line of Besistance," is ob- 
tained, which line is clearly the funicular polygon of the 
exterior forces acting on the several portions of the arch. 

The best distribution of pressure in the arch-ring 
would therefore occur if this line of resistance co- 
incided with the curve passing through the centre point 
of each joint, for then the pressure would be uniformly 
distributed over the plane of every joint 

In practice however, such a high degree of stability 
is seldom attained and it is usual only to provide that 
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the stress on every joint should nowhere change its 
sign ; i. e. become a tension instead of a compression. 
Let A B (Fig. 74) be any joint, then the limiting 

condition of the compression on A B 
is that this compression should be 
nil at A and increase uniformly 
from A to B. The resultant com- 
pression on AB will therefore be 
represented by a triangle, and if 
A B = 2) and B G (the maximum 
^^ compression at B) = N, 

R = -g- w 

Since under these conditions B must pass through 
the centre of gravity of the triangle BOA, the point 
O in which B cuts AB is determined by making 

BO = Jab. 

o 

Hence, it follows that in a properly eonslmded arch the 
line of resistance should cut every joint wUhin the centre 
third of the length of that joint. 

From equation (a) 

N = ?l5 (i3) 



and this equation therefore gives the value per unit of 
area of the maximum compression N, which maximum 
compression is double as great as it would be if B 
passed through the centre point of A B. 

Considering the symmetrically formed and sym- 
metrically loaded arch in Fig. 75, it is evident that 
the two halves A B C D and A B Ci Dj produce equal 
but opposite moments relatively to the skewbacks D C 
and DiCi exerting at the crown a mutual horizontal 
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thrust H. The same conditions of equilibrium must 
evidently obtain in the case of both half arches, hence 
the half A B C D alone need be taken into considera- 




tion, the other half being supposed replaced by the 
horizontal thrust H. 

The question arises, how to determine the height 
above A of the point of application of H ? 

In order that the arch may have the highest degree 
of stability, the line of resistance should pass through 
the middle point of A B ; this would therefore be the 
point of application of H. If however, it is merely 
intended that the designed arch should possess a degree 
of stability which comes within the prescribed limits, 
i. e. that the line of resistance should nowhere cut a 
joint outside the middle third of its length, then the 
point of application of H will be within the centre third 
of A B. According to the theory of least resistance, 
the horizontal thrust on AB will be the minimum 
consistent with the maintenance of equilibrium. Sup- 
pose provisionally that the arch is stable and let G be 
the weight of the half arch together with its load, then 
the resultant of G and H ought to cut the joint C D 
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within its middle third. Then taking moments abont 
the point 8, 

K.h = G.g; or H = ^ . . (7) 

Thus H is greater the greater h is and the less g is, 

A "B CD 

and in the limiting case B = —x- and s = -h- • 

In order to simplify the construction of the line of 
resistance, the load on the arch is reduced to such an 
equivalent mass of the arch material, as will exert the 
same pressure as the actual load. 

Thus if 7 is the weight of a cube foot of the arch 
material, 71 the weight of a cube foot of the superin- 
cumbent material, and h its height above any point on 
the extrados of the arch, then the height y of the corre- 
sponding equivalent load is given by the equation — 

7i.A = 7. y; whence y= •^-^-— . . . (S) 

7 

If the arch is a bridge arch the live load must be 
taken into account and must also be represented by an 
equivalent mass of arch material. The live load per 
square foot of roadway may be taken in street bridges 
at 270 lbs. and in railway bridges at 950 lbs. Thus if 
g is the weight per square foot of the live load on a 
bridge and 7 the weight of a cubic foot of arch 
material, then the height (yi) of homogeneous material 
equivalent to the live load is given by the equation — 

5' = 7-yi; oryi =^ . . . . (e) 

[In English practice it is usual to allow about 70 lbs. 
per square foot as the weight of a crowd of people. 
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and for railway bridges about 2 tons per foot for each 
line of rail] 

In Fig. 76 an arch with its load line deduced from 
eqaationa (B) and (e) is shown. The line of resistance 
of this arch is to be drawn. 




Assuming the thiekneta of the arch perpendicular to 
the plane of the paper to be 1 foot and the weight of a 
cube foot of the arch material to be taken as the unit 
of the forces acting on the arch, then the areas 
ACCiAj, A,CiCiAs, etc., are eyidently proportional 
to the weights of the several vertical strips and may 
therefore be taken to represent those weights. 

The weight of the vertical strip above the skewback 
is home entirely by the abutment and do^ not there- 
fore enter into the question of the determination of the 
stability of the arch. 

The breadths of the strips should be so small that 
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Fig. 77. 



they are nearly trapeziums. The areas of these trape- 
ziams will then be equal to the product of their 
breadths into their mean heights, and their centres of 
gravity will be approximately in their centre lines. 

In supposing that at the joint m n the weight 
AA3C3C of the first three trapeziums acts, there is 
an error, since the real weight acting at that joint will 
be less than A A3 C3 C by the triangle A3 m n. Hence 
the joint at which the weight A A3 C3 C acts must be 

somewhere a little lower 
down. To obtain this joint 
bisect A3 m (the base of the 
triangle of error), join the 
point of bisection with C3 
and draw A3 3 parallel to 
C3. Then the joint passing 
through 3 is the one re- 
\ ,.--'' quired, and on this joint 
,.''''g act the combined weights 

of the three first strips. 
This correction of the 
' joint amounts to reducing a 

triangle ah c to a. parallelo- 
gram adli (Fig. 77) having as one of its sides the hypo- 
thenuse a c of the triangle produced to a fixed point d. 
Now ao = ohy and cf is parallel to 6 and d e, hence 
the area adli oihed Ifh is equal to ahe. For — 




and 

but 
or 

Therefore 



A ahc = ao,he 
bcdlfk = adli =fc.dff, 

fc:ed=:ho:dff 
fcdff = heed = ao,hc. 

A aho = area hcdlfk. 
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By means of the above construction obtain a new 
series of joints on which the weights of the strips 
ACi, ACa, AC3 act. Then determine the horizontal 
thrust H by equation (7) or more correctly from 

H = r.z, (?) 

where r is the radius of curvature in feet at the 
crown of the arch and z the height of the point C 
above the crown A.* 

In order to investigate the stability of the arch with 
respect to its several joints, the line of resistance must 
be drawn, i. e. the horizontal thrust H must be com- 
bined successively with the weights of the portions 
A Ci, A C2, A C3 . . , and the intersections ii, ^2? ^> • • • 
of the resultants so obtained with the corresponding 

joints 11, 22, 33 will then give points on the 

required line of resistance 

The construction can be made in the following way. 
Draw the diagram of forces as shown in Fig. 76, making 
OL equal to the horizontal thrust H. Then set off 

Ply Pi + i^2> i?i + i>2 + i>3 (the weights of the 

strips A Ci, A Ca, A C3 . . . . ) from L on L L^ the line 
of loads, thus obtaining the resultants B^, Ba, B3 .... 
In order to obtain the lengths representing ^1, ^^3, 
^3, .... scale off the breadth and mean height of each 
strip from the drawing, and obtain the areas of all the 
strips in square feet. Then take off the numbers so 
obtained from any convenient scale and set them off 
from L along LLi. The thrust H (obtained from 
equations 7 or f) must of course be taken off from the 
same scale. 

Through a the intersection of H with pi draw a line 

♦ The proof of this equation is given in Professor von Ott's * Bau- 
mechanik/ 1st part, p. 56. 
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parallel to the ray B^, then t'l, the point in which a I 
cuts the joint 11, is a point on the line of resistance. 
From h draw I c parallel to Ea, thus obtaining ij in the 
joint line 22, which is a second point on the line of 
resistance. The points i^ and ^4 in the joints 33 and 
44 respectively are similarly obtained. 

If now the line of resistan/ie passes within the centre 
third of each joint, the arch possesses the degree of stability 
against rotation necessary in practice. If moreover, the 
line of resistance makes with the normal to each joint an 
angle less than the angle of friction of the arch material 
(aimU 30°) the arch possesses sufficient stability against 
sliding. If jmaMy the maximmn norm^ pressure 

- ) brought to hear on the joints is less'than the 
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safe resistance of the arch material to crushing, {using a 
factor of safety of 30 for a bridge of about 100 feet span,) 
the arch is safe against crushing. 

It is evident that in flat arches the line of resistance 
iii ^2 is ^4 will approximately coincide with the line of 
pressure abode, and hence in such arches the degree of 
stability can be inferred merely from the line of pressure. 

In order to determine whether the abutment is 
strong enough, combine the resultant of H and the 
weight of the portion A B D C, which resultant is 
given by the ray R4, with the weight of the abutment 
j?5 obtaining a i;iew resultant Bi^y and see whether B5 
cuts the ground surface F J in such a way as to fulfil 
the three above conditions. 

The moving load has been taken only as covering 
the arch and not the abutment, and hence the reduced 
load line C D E K is in Fig. 76 a broken and not a con- 
tinuous line. 
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ELEMENTS OF THE THEORY OP STRENGTH 

OP MATERIALS. 

53, Strength of a PrismcUie Bar. — The tensile or 
compressive strength of a prismatic bar comes into play 
when P, the resultant of the exterior forces, coincides 
in direction with the axis of the bar and is exerted 
either as a tension or compression according as P tends 
to produce an elongation, or compression between two 
neighbouring cross sections. Hence, if in addition to 
the external loading, the weight of the bar is taken into 
account, the bar must be placed vertically in order that 
its normal strength may be exerted. In short bars 
however, such as those which usually occur in braced 
structures, the effect of the weight of the bar may be 
leffc out of consideration, since it is very small relatively 
to the exterior forces. 

The tensile or compressive strength of a bar, i. e. its 
resistance to tension or compression in the direction of 
its length, is directly proportional to the cross section, 
since evidently the greater that cross section is the 
more fibres there are to resist tearing or crushing. 

That weight which is just capable of tearing or crush- 
ing a prism whose cross section is a unit of area is 
termed the ^' coefiScient/' or ^ modulus " of resistance to 
tension or compression. 
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If E is the modulus of resistance to tension, 
El ,, „ ,, yf compression, 

F the area of the cross section of a bar, 
P the force, which will tear or crush it. 



Then P is given by the equations, 



P = E . F 
P = Ei.F 



• ••*•**• ( ^ ) 



The following table gives the mean value of the 
moduli of resistance of the most important materials, 
the pound being taken as unit of weight and the square 
inch as unit of area. 



MaterloL 



Wrought iron 

Ordinary steel 

Cast steel 

Cast iron 

Wood 

Stone 



Modulus of Besistance. 


Tension. 


Compression. 


57,000 
85,000 
114,000 
18,000 
11,400 


57,000 

85,000 

142,000 

105,000 

8,500 

4,300 



: In actual practice we have to deal less with the force 
by which a prism can be torn asunder or crushed than 
with the load which that prism can safdy swpport 
for the time intended, and it is therefore usual to 
load each unit of section with a fixed fraction of the 
modulus of resistance only, this fractional portion of 
the modulus of resistance being called the '^safe" 

or ** working load." If the working load is -th of the 

fit 
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modulus of resistance^ n is termed the ^^ factor of 
safety." 

If therefore n is the factor of safety, h the working 
load for tension and h^ that for compression, then 



n 



h= 



n 



Q>) 



Hence the safe load of a bar of cross section F is 

P = Jfc.Fl 

^^ P = ii.F 

If however, the actual and the working loads are 
given, then the cross section is determined by 



(«) 



F=- 



or 



F 






(d) 



The proper degree of security to be assumed, i. e/the 
value of the factor of safety n, depends not only on the 
nature of the material but also on the purpose for which 
the bar in question is intended. In general n should be 
greater for a travelling than for a fixed load and n 
should moreover be greater the greater the vibration to 
which the bar is subjected by the travelling load is. 
For instance, in calculating the dimensions of the struc- 
tural parts of a wrought-iron bridge, n is taken at 5 for 
the main girders and 6 for the cross girders which are 
subject to greater vibration ; while in building where 
the loads are mostly stationary n may be taken at 
3 or 4. 
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The following table giyes the iisual values assigned 
to n for different materials. 



MateriaL 



Wrought iron 

Steel 

Cast steel 

Cast iron 

Wood 

Stone 



Fixed 
Load. 


Travellliig Load. 


Temporaiy 
Structures. 


Permanent 
Structuree. 


4 

5 
10 
20 


3 

4 
6 


5—6 

6—8 
12 
30 



Hence referring back to the first table we have the 
following as the mean value of the working load, i. e. 
the permissible load per unit of sectional area, taking as 
before the pound as the unit of weight and the square 
inch as the unit of area. 





• 




lYaveUing Load. 


Material. 


Dead Load. 


Temporary 
Structures. 


Permanent Structures. 




Tension. 


Com- 
pression. 


Tension. 


Com- 
pression. 


Tension. 


Compressiom 


Wrought iron . . 
Ordinary steel . . 
Cast steel . . . . 
Cast iron . . . . 
Wood .. .. 
Stone 


11,400 

21,000 

28,000 

3,700 

1,100 


11,400 
21,000 
28.000 
21,000 
800 
200. 


14,000 

4,000 
1,800 


14,000 

26,000 
1,400 


9,900— 8,500 
17,000—14,000 
23,000—18,000 

2,800—2,300 
8( 


9,900— 8.600 
17,000—14,000 
23,000—18,000 
17,000—12,800 
)0 



Example. — What must be the diameter of a wrought- 
iron rod capable of sustaining a load of 10,000 lbs. taking 
i of the breaking weight as the safe load ? 

By equation (d) F = t« Let d be the diameter of the 
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bar, then its cross section is j ^^ ^^^ since P = 10000 

and i = ^^ = 11400. Hence 
5 

TT 10000 

4 "^ " 11400 ' 
whence tZ = 1 • 05 inches nearly. 



Resistance to Bending op a simple straight 

Beam. 

54. Oeneral Considerations, — 'A body will be subject 
to bending stress when the exterior forces are per- 
pendicular to its axis, i. e. perpendicular to the line 
joining the centres of gravity of all cross sections, and 
when the forces lie in one plane passing through the 
axis of the body. 

The forces may be partly concentrated loads and 
partly loads distributed over the whole length, or over 
particular portions of the length of the beam. The re- 
actions of the supports moreover, belong to the exterior 
forces. Through the action of all the exterior forces, 
the be^m, which may be conceived to be a bundle of 
fibres running parallel to its axis and fast bound 
together, undergoes a bending which 13 supposed how- 
ever, to be so slight that the limit of elasticity is not 
passed ; i. e. that on the removal of the load the elas- 
ticity of the material will restore it to its original form. 
Consider any portion A C of a beam A B (Fig. 78) in 
equilibrium, and let C, Ci be two sections indefinitely 
near and parallel to each other, then after bending 
has taken place these sections are no longer parallel 

H 
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but are nonnal to the bent fibres, and cut each other 
if produced in a straight line 0, Fig. 78. 

Since after the bending the two sections C and Ci 
converge, it follows that the fibres of different layers 
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intercepted between them have different lengths. Thus 
a lengthening, i e. a tension of the fibres lying on the 
under, or convex side of the beam has taken place and 
a shortening, i. e. a compression of the fibres on the 
upper, or concave side. 

Hence between the fibres in tension and those in 
compression there must be a layer of fibres which are 
neither in tension nor compression and which retain 
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their original length in spite of their curvature^-^^Mr^ 
layer is called the netUral 8v/rfaee ; its intersection with 
any cross section the neutral axis of that section, and 
tlie curve in which the plane of forces cuts the neutral 
surface is termed the line of mean fibre. 

From the neutral surface outwards the extension and 
compression of the fibres graduaUy increase towards the 
exterior fibres and attain their greatest yalue at those 
exterior fibres. This lengthening and shortening of 
the fibres may be supposed to be such that the two 
contiguous cross sections remain perpendicular to the 
axis after bending has taken place. 

55. Determination of the Stresses at any particular 
Cross Section. — By the term stress is understood the 
interior force per unit of area of section. 

Suppose a beam AB, Fig. 78, acted upon by thie^ 
external forces D^ , P^ . . . D2 and in equilibrium, to be 
cut into two portions A C and B C by a section plane 
a p. Now the exterior forces acting on one portion 
of the beam cannot maintain equilibrium unless new 
exterior forces are applied at the plane of section. These 
new exterior forces restoring equilibrium must evidently 
be equal to the interior forces acting in the beam at 
the position of the section plane afi before separation 
took place. 

Consider the portion AC and in place of the exterior 
forces acting on this portion, take into account their 
resultant, i. e. the shearing force V, Fig. 78, corre- 
sponding to the section C and obtained as in para. 6. 
Thus in order that equilibrium may be maintained an 
exterior force must be applied at the point of section of 
every fibre, coinciding in direction with the length of 
the fibre, and equal to the stress which existed in that 

H 2 
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fibre previous to the section. The resistances to stress 
of individual fibres can be considered ais horizontal 
forces if the bending, as has been already premised, 
does not exceed the elastic limit of the material and is 
in fact very small. 

Besides the horizontal forces replacing the fibre 
stresses there must also be applied at the section C a 
vertical force acting downwards maintaining equilibrium 
with the shearing force V and therefore having a mag- 
nitude — V. 

Hence at the section there exists besides the re- 
sistances in the direction of the length of the fibres, a 
resistance to shearing acting along the section plane 
aP equal in magnitude but opposite in direction to V. 

In ascertaining the fibre stresses acting at the section 
0, it must be remembered that by reason of the flexure 
which is supposed to have taken place, the originally 
straight and equal elementary fibres lying between 
two indefinitely near and originally parallel cross sec- 
tions C and Ci have become curved, so that after flexure 
they take the form of small circular arcs of different 
lengths and different radii having a common centre 
inO. 

To obtain the amount of extension and compression 
of the fibres, draw ih through C parallel to the plane 
miUiy then the portions of arcs intercepted between 
C i and C m give the extensions and those intercepted 
between C n and h the compressions which the several 
elementary fibres at different distances from the neutral 
surface and of the original length C Ci have undergone 
during the flexure of the beam A B. 

These extensions and compressions are evidently pro- 
portional to the distances of the fibres from the neutral 
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surface COi and by Hooke's law the alterations of 
length are also proportional to the stresses, hence the 
stress in any fibre is proportional to its distance from the 
neutral sv/rface. 

Let s be the stress of a fibre at a unit of distance 
from the neutral axis NNi, then the stress in a fibre 
distant y from the neutral axis is a.^. 

In order to ascertain the fibre stresses at diflferent 
points on the plane of section, suppose the area of the 
section to be cut up into indefinitely small strips parallel 
to the neutral axis N Ni. Then, if / is the area of an 
elementary strip distant y from the neutral axis, the 
stress in the strip in question is «.y./. 

This stress is a tension, or positive stress if the 
elementary strip in question lies helow the neutral axis 
and a compression, or negative stress if above the neutral 
axis. 

If now the portion A C of the beam is in equilibrium, 
then, since no part of the horizontal stresses can be 
balanced by the vertical shearing force V, the algebraic 
sum of these horizontal stresses must be nil. Hence 
employing the symbol of summation S, 

t(s.y.f) = o; 

or, since « is a common factor to every term of the series 
and cannot be zero, 

S (y.f) = 0. 

Now/.y is the statical moment of an elementary 
area about the neutral axis NNi, hence by the last 
equation the sum of the moments of all the elementary 
areas about the neutral axis is zero. By the properties 
of the centre of gravity of a plane area the product of 
the whole area into the distance of its centre of gravity 
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from any point is equal to the sum of the products of 
the elementary areas into their distances from the 
same point. 

Hence the equation 2 (y./) = o shows that the 
neutral axis passes through the centre of gravity of the 
cross sections. 

Again, since the portion AC of the beam is in 
equilibrium and no rotation takes place^ the algebraic 
sum of the statical moments of all the forces acting on 
A C abott any axis, e. g. the neutral axis, must be 
zero. Hence M the moment of the shearing force V 
which tends to cause left-handed rotation, must be equal 
to the sum of the statical moments of all the fibre 
resistances of the elementary areas, each of which 
resistances tends to cause right-handed rotation in A C. 

The statical moment of the fibre resistances of an 
elementary area distant y from the neutral axis is 

^'V'f-y; oT s.f.f. 

Hence as a condition of equilibrium 

M = S(«./y); 
or, taking out the common factor a, 

Now S if.y^) the sum of the products of the 
elementary areas into the squares of their distances 
from the neutral axis is termed the moment of inertia 
of the whole sectional area about the neutral axis. 
Putting I for the moment of inertia, 

M = «.I (a) 

It is necessary to bring in a more practically useful 
expression instead of s the stress per unit of area of 
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the fibres at a unit of distance from the neutral axis. 
The exterior fibres which are at the greatest distance 
from the neutral axis suffer the greatest stress, which 
stress, if the beam is not strained beyond its elastic 
limit, must not exceed a certain fixed value depending 
on the strength or elasticity of the material, a proper 
proportion of which fixed value can be substituted in 
equation (a) in place of s. 

Let e and ^ be the respective distances of the extreme 
extended and compressed fibres, and suppose h and hi 
to be the greatest permissible extension and com- 
pression per unit of area of those fibres. Then, since 
the stresses of the fibres are proportional to the dis- 
tances of the latter from the neutral axis, 

$ 1 J « ' 1 
T =- ; and^=-> 

whence 

Jc k, 

f = - ; or s = -^ • 

e Ci 

Substituting these values in equation (a) 

M = -I; or M = ^.I (/8) 

k ' kt 

The expression - . I or — I is called the momerU of 

resistance of the cross section. Hence— 

The momerU of resistance of any cross section is equal 
to the lending moment M,or{he moment of the shearing 
force Y at that section. 

From equations (fi) 

K fCi 



104 GBAPEIC STATICS. 

Hence a well-constructed beam shonld be so designed 
that the greatest permissible tensile and compressive 
stresses in the exterior fibres are simultaneously brought 
into action. 

For steel, wrought iron, and wood h = ki nearly, in 
beams formed of these materials therefore, the cross 
sections will be symmetrical about their neutral axis. 

For cast iron, however, the resistance to compression 
is at least twice as great as the resistance to tension, a 
cast-iron beam should therefore be so designed that 
the extreme compressed fibres are at least twice as far 
from the neutral axis as the extreme extended fibres. 

Moreover, since the material nearest to the neutral 
axis is least strained, it follows that in a well-designed 
beam the material will be disposed as far as possible 
from the neutral surface. 

The equation - = •— ^ shows that it is indifferent in 
^ e ei 

h h 

practice whether the equation M=:-.I, orM=~.I 

is made use of; it is more usual, however, to employ 

the former. 

. h 

56. Practical Applications. — The equation M = - . I 

is most important in the cade of beams subject to 
flexure, since on the one hand it serves to determine 
the sectional dimension proper to any part of the beam 
so as to offer an adequate resistance to the known 
loading, while on the other hand it serves to determine 
the stresses of the most strained portions of the beam^ 
due to an ascertained load distribution. 

With regard to the former application of the equation 
it has to be decided whether the beam is to have a uni- 
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form, or a varying section. If the former, (which is 
allowable only in beams of small length on account of 
the greater simplicity of manufacture,) it is evident 
that the uniform section must be that calculated for 
the particular section of the beam at which the bending 
moment M of the exterior forces is a maximum, i. e. 
for the hreahinff, or dangerous section. 

In the case of long beams however, not only would 
unnecessary material be used by assuming a uniform 
section, but the supporting power of the beam would 
be diminished. For long beams therefore, a varying 
cross section corresponding as closely as possible to the 
bending moment at various positions along the beam 
should be adopted. A beam so designed evidently 
combines an equal resisting power along its whole 
length with the least waste of material. 

57. Determination of the Moment of Bemtance, — The 

k 
equation M = - I involves four quantities, hence if one 

of them is to be determined the remaining three must 
be known. 

Usually the three known quantities are the length I 
of the beam, the material of which it is to be formed 
and the amount and disposition of the load. 

Having given the length I and the disposition and 
amount of the load, the bending moment M can be de- 
termined by the methods previously indicated. 

Since however, h is settled by the choice of the 
material, it will usually be necessary only to determine 
the moment of inertia I = S (/. y^) by which in 
general the form of the section is given and its height, 
which in beams of uniform section amounts to from \ 
to -^ of the length h 
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The moment of inertia of various forms of section 
can be obtained both graphically and analytically. 
Since the determination of moments of inertia in 
simple ways, i. e. without the use of the calculus is yery 
circuitous, and moreover the moments of inertia of 
sections of simple form are to be found in every text- 
book of Mechanics or of the Strength of Materials, the 
graphic method alone is given here. 

Suppose the portion A of the beam, Fig. 78, to be 
bent by the action of the shearing force V to such an 
extent that the stresses per unit of area of the outer- 
most fibres have attained their greatest permissible 
values k and hi . Determine R and Ri the respective 
resultants of the horizontal tensile and compressive 
stresses acting at the cross section mn bls well as o and 
Oi their points of application whose distance apart is », 
then as a condition of equilibrium 

R — Rj = ; or R = Ri ; 

and in order that rotation may not take place the 
algebraic sum of the moments of the forces acting on 
the portion A C with respect to any point in the plane 
of those forces must be zero. 
Thus taking moments about Oi 

V.a — R.ooi = o; orV.a = R.ooi 

Putting M for V. a and « for oo[ 

M==R.». 
But by equation (fi) 

M = -I. 

e 
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Hence the moment of inertia is given by the equation 

h 

We shall now proceed to determine the moments of 
resistance and of inertia for the section given in Fig. 79. 

Let h be the breadth of the undermost layer of fibres 
m n and h the stress per unit of area in it. Then (.A; is 
the resistance of this layer 
of fibres, or if A; is taken as 
representing unity on the 
scale of resistances h will be 
the resistance of the layer. 

It is required to deter- 
mine p the resistance of 
any layer of fibres pp 9l\, b, 
distance a from the neutral 
axis N Ni and having a 
breadth p. By para. 55 
the stress s per unit of area of the fibres at a unit of 

jfe 1 

distance from NNi is equal to -, or if i = 1, « = -, 




e 



e 



hence the resistance of the layer pp is given by the 



equation 



p = 8.p.a = 



p.a 



e 



Thus /o is a fourth proportional to the three magni- 
tudes By Oy Pf and can therefore be easily obtained 
graphically. 

Project pp perpendicularly on to the base line mn 
and join both the points p*p' to Q the centre of gravity 
of the section, then the lines p' G, p' G cut off on pp the 
required resistance r8 = p. For the triangle Gp'p' is 
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similar to the triangle Grs and in similar triangles the 
bases are as the heights, hence 

P : p:: e : a or p = — ^ • 

e 

Similarly the resistances of other fibre-layers of the 
lower half of the section are obtained and their end 
points are jointed by a continuous curve, the included 
area being cross lined in the figure. 

Suppose that the stress i of the undermost layer of 
fibres acts uniformly over the whole of the lined area 
CrmnsC; k having been taken as the unit on the 
scale of resistances. Then B the total resistance to 
tension of the lower half section is obtained by mul- 
tiplying F the area of C r C, by i, or 

E = F.* 

and the point of application of B is the centre of 
gravity of the plane figure C r. . . .C, which figure may 
be termed the " resistance area '* (Widerstandsflache). 

[The term resistance area is applied to an area which 
expresses in magnitude and distribution the direct 
stresses on any cross section of a beam.] 

Proceeding in the same way the total resistance to 
compression Bi (= E) of the upper portion of the sec- 
tion lying above the neutral axis N Ni is obtained. If, 
however, the uppermost layer tu is not at the same 
distance from N Ni as m n, then the reduction of the 
resistances must be made relatively to the layer mitii 
situated at a distance from NNi equal to that of 
m n the resistance of which {h per unit of area) has 
lieen taken as unity on the scale of resistances. 

If the section is symmetrical about the neutral axis, 
it will be necessary only to obtain B and the point O, 
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then Ej is equal to E and Oi will te at the same dis- 
tance from N Ni as O. 

Having determined E and the distance O Oi = 2?, then 
the moment of resistance of whole section M=:E.2; 

and the moment of inertia I = r . E . «. 

But E = F.i ; hence I =6.F.», where F is the 
resistance area. 

Note. — ^In determining the moments of inertia and 
resistance of a section by means of the above method it 
is necessary to be able to obtain the centres of gravity 
of irregular plane areas. 

In the following paragraph it is briefly shown how 
such centres of gravity can be found and at the same 
time another method is indicated for determining the 
moment of inertia of a plane area by means of the 
funicular and force polygons. 

58. Graphic determination of the Centre of Gravity 
and Moment of Inertia of a Plane Area. — Let ABC, 
Fig. 80, be the given figure of area F, whose centre of 
gravity and moment of inertia about an axis passing 
thi^ough the centre of gravity and parallel to Z Z^ are 
to be determined. 

Draw lines parallel to Z Zi cutting the area ABC 
into small strips /i, /a, ^3, . . . . , whose breadths are so 
small that each strip may be considered to be a trape- 
zium whose area/ is equal to the product of the breadth 
into the mean height. Draw the polygon of forces cor- 
responding to the elements /i, /2, /s . . • . and also a 
funicular polygon, making the polar distance H equal 

F 

to -^ and bisecting a 5 at right angles so that the angle 

a {» is a right angle. 

Produce the outermost sides of the funicular polygon 
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to meet in a, then (jpara. 6) the resultant of /i,/2. . . . 
passes through 8, hence a line through s parallel to Zi Zi 
passes through the centre of gravity of the whole area 



Fig. 80. 




ABC. Hence if A B C is symmetrical about the axis 
Aj A, the point S is its centre of gravity. If the figure is 
not symmetrical, then the above construction must be 
repeated and a second line passing through the centre 
of gravity and parallel to another axis Zg Z2 must be 
obtained. Then the intersection of this second line with 
the line through 8 parallel to Z^ Zj will be the required 
centre. of gravity. 

(If the section is a very irregular figure, its centre of 
gravity can be obtained by drawing the figure on card 
or stiff paper and cutting it out. The cut out figure 
is suspended vertically by a pin passing through any 
point near its edge, then a plumb line suspended from 
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the same pin traces on the figure aline passing through 
its centre of gravity. This line must be marked on the 
figure, and the process having been repeated by sus- 
pendmg the figure about another point a second line is 
obtained which will intersect the first in the required 
centre of gravity.) 

Having determined the line S s and having calculated 
Pi the area of the figure fsgh enclosed by the funicular 
polygon and its produced sides /« and gs^ then the 
moment of inertia I of the figure A B @ about an axis 
Ss is given by the equation 

I = F.Fi (a) 

And if Ii is the moment of inertia about Zi Zi , 

Ii = P(F, + F,) (6) 

where P2 is the area of the triangle ilcs enclosed by the 

axis Z^ 7i^ and the two produced sides of the funicular 

polygon g $ and/8. 

To prove the truth of the above, produce any two 

adjacent sides of the funicular polygon to cut the line 

S« in m and I. Then the triangle lmni& similar to the 

triangle dOe \n the polygon of forces. Let yi, ^2, Vzi 

etc., be the respective distances from Sa of the lines 

parallel to S s passing through the centres of gravity of 

fufuU ■ . . then since in similar triangles the bases 

are as the heights, 

ml de 

^"OH* 

But 

P 
d6=/2andOH = — ; 
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therefore * w Z _ /a 

2 
Hence 



m 



l.^ = ^f^ = tn&nglelmn. . . . (c) 



But Fj the area of the figure fsgleia made up of the 
sum of the areas of all the other triangles corresponding 
\xilmn. 
Thus 

^.= \t(J.f) 

and S i/'V^) is the moment of inertia of the plane 
figure ABC about an axis S s. Hence 

Again, if Ii is the moment of inertia of A B C about 
an axis Zi Zi parallel to and at a distance d from S s ; 
1} = 1 + F.d\ but since the triangles iks and ahO 
are similar, 

d -F -^' 

2 
hence ik = 2d. 

The area of the triangle iks is d*, hence 

Ii = F (Fi + F,). 

59. Moments of Inertia of Simple Seetions* — In the 
case of sectional areas composed of rectangles one side 
of which is parallel to the axis about which the moment 
of inertia is to 'he obtained, the latter is determined 
more readily and accurately by analytical processes. 

Thus the moment of inertia of the rectangle ABC D 
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Fig. 81, about an axis Z Z passing through its centre 
of gravity can be obtained by means of the formula 
I = eY.z (para. 57) and is 




I = tV6.A' 



Fig. 82. 



.,...3 




(1) 



Fig. 83. 
-B..... 




.A 



By making use of this fundamental formula the 
moments of inertia of the five following forms of section 
can be obtained. 

I. The sections given in Figs. 82 and 83 can be 
regarded as the difference of the two rectangles B.H 
and h.hy hence their moments of inertia about the axis 
zz are 



1 = 



12 



(2) 



II. The section. Fig. 84, can be regarded as the sum 
of the two rectangles h.h and hi.Th, hence for this 
section. 



1 = 



12 



III. For the section. Fig. 85, 



1 = j2 *• -^^^ 
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IV. For the section. Fig. 86, 

, B.ff - h.h' - fci.V - h-h.^ r^. 
1 = ^ ,. (5) 

V. For a circular section, Fig. 87, the moment of 
inertia about a diameter as axis is 



.(6) 



VL Hence for the annular section. Fig. 1 



4.1 



Hff-=^ 



60. Eaximplea in Resistance to Flescwre — I A fir banlk 
of rectangnlar section (8" x 12") length 20 is swp- 
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ported at both ends. What uniformly distributed load 
over its whole length can it support taking ^ of the 
breaking weight as the safe load ? 

The bending moment is greatest at the centre of 
the baulky and if jp is the load per unit of lengthy 

M - P'^ 

But 

M = -'I; where ft =:^;e = 6"; 
e 10 

1 = ^x8x12* = 1152; and ?= 2i0 inches. 

Hence 

, 8x8500x1152 -.,niu 

P'^= o>iA — a T7^ = 5440 lbs. 

^ 240 X 6 X 10 

and 

p = 272 lbs. per foot run. 

The weight W of the baulk, supposing that of a cube 
foot of fir to be 30 lbs., is 

W = ^-ta7^ X 20 X 30 =: 400 lbs. 
144 

The total load which the baulk can support there** 

fore is 

;?./- W = 50401bs. 

n. What must be the form of a beam A B, Fig. 89, 

of variable height A and constant breadth &, so that it 

may offer an equal resistance to flexure at every section, 

when strained by a concentrated load P acting at its 

centre ? 

p 
The reaction of the supports is D =s -^ ; hence the 

I 2 
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bending moment at the centre of the beam is 

P I 
Msr-^ . ^ and at a section distant os from A the 



moment Mi = ^ • a^ 



Fia. 89. 




But M = - I, and in the present case « = | and 

I =: =^ .hy^. Hence 

P P Z 1 1 



or 



«• o = y^:^*> 



therefore 



y' = 



2A^ 
I 



. « 



(a) 



This is the equation to a parabola with its vertex at A 

2 A* 
and parameter -y . The requisite form of the beam 

therefore is that of two parabolas whose vei*tices are at 
the supports A B and whose common ordinate is h ; 
and since 



therefore 



^.^^^k.h.h\ 



, 1 /6PJ 



EXAMPLES. 



117 



A beam of the above form is said to have imiform 
strength or to offer wiiform resistance to flexure. 

For aj = 0, the equation (a) gives y = 0, and the 

section at the points of support would be nil. Since 

p 

however, the reactions -^ act at these supports as 

shearing forces, the height Aq of the sections at A and B 
must be made to depend on these shearing forces. 

V* 

Now if 6 is the breadth of the section, 6 = — , where 

p 

V = 75 ; <r is the resistance to shearing per unit of sec- 

tional area which in this case is 

0'6& and for the rectangular sec- 

2 
tion. Fig. 90, » = o *o ; hence 

P 
2 



i = 



or 



An = 



0-6k.th 

* 
P 



3'^'' 



O'Sb.k 




TT 



Note. — If the beam A B were uniformly loaded with 
a load p per unit of length, then the bending moment 

M for the middle of the beam is equal to ^-^ and for a 
section distance x from A the moment 



But 



Mp.l p.a^ p.x ,j 



h V ' 1 

M = - I, where e = | , and 1= :nihf; 



^i,wnere. = 2, 12 

* The rationale of this formula is given in Prof, von Ott's ' Baume- 
ihanik,' Part I., page 78. 
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therefore 



M.:M = ^(i-»):^ 



= y^ : K^ ; 



hence 



2^ /—TT S 



This equation is that of an ellipse whose major axis 
AB = 2 and whose minor axis h is given by the equation 



from which 



8 ~6 •^- ' 



The height Kq of the section of the beam at the points 
of support is obtained in the same way as before and 

III. What is the length of a wrought-iron beam of 
the section shown in Fig. 91 capable of supporting a load 

Fig. 91. ^^ ^^^ ^^^' P^^ ^^^* ^^^ including its 

own weight? The beam to be sup- 
ported at both ends and the greatest pos- 
sible stress 11200 lbs. per square inch. 
Taking an inch as the unit of length, 
the length I can be found by means 
of the formula 



4—--* > 



m^ 


jPgg 




/. > ^^^^H 


1 { 


I^^H 


N 


ll^l 




p.RB 



mmm 



M 



max 



~ 8 ~e ' 



where p = -^ lbs. ; k = 11200 ; e = ^ = 4 ; and 



1 = 



4 X 8» - 3-5 X 7^ 
12 



= 70-625; 
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therefore 



50. P 11200 



X 70-625. 



Z = 



8 4 

P = 31640 inches. 
178 inches nearly = 14' -10". 



Fig. 93. 



61. Bemtance to Crippling, — If the length L of a 
compression bar A B, Fig. 92, is from five to ten times 
the middle sectional dimensions D, then by continuing 
the axial loading the bar will not 
be more compressed, but it will be 
bent and finally broken across by 
the load. A bar so broken is said 
to fail by crippling. Besistance 
to crippling is therefore a combi- 
nation of resistance to crushing 
and flexure. Since the theory of Hsj. 
resistance to crippling would take 
up too much space and moreover 
this theory does not give results 
in accordance with the rules de- 
duced by Hodgkinson from expe- 
riment, we shall merely give two 
empirical formulae for the resistance of a bar liable to 
failure by crippling, which agree with experiment. 

For a bar free at both ends the resistance P is given 
by the formula 

.... (a) 




P = 



P = 



I + CF.L^ 
O.F.L^-I 



(iS) 



Where F is the sectional area. 
I the moment of inertia of the cross section about 
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au axis passing the angle the centre of grayity and 
perpendicular to the bending plane. 

L the length. 

k and k^ the safe loads which the material can bear 
in compression, and tension respectively. 

G an experimental coefficient depending on the 
material. 

The values of G and k and k^^ for different materials 
are given in the following table. 

In the case of caM-iron struts F should be calculated 
from both the above formulae, and the least of the two 
values should be taken. For sted, wrtmghlrirony and 
woodm struts, the formula (a) only need be used. 



Material. 


c 


k 

in lbs. per 

square inch. 


in lbs. per 
square inch. 


Ordinary steel 
Wrought iron 

Oast iron 

Wood 


0-00009 
0-00009 
0-00027 
0-00022 


14000 

8500 

11300 

700 


14000 

8500 

2850 

800 



For example, to determine the load which a wooden 
bar of square section (F = D^) can safely support, we 



have I = =^ D*, and hence 



p = 



700 D- 



D« + 00264 L» 



where D and L are both in inches. 



4 

P 



1 

110*23 



10 
87-43 



20 
53-91 



30 
32*96 



40 



21*28 



50 



14*66 



100 



4*08 



example: 121 

The formulae (a) and (^) are applicable only to bars 
whose extremities are free; if however the ends of a bar 
are fixed, the bar undergoes the change of form shown 
in Fig. 93, and the resistance can be found by putting 

^ for L in formulae (a) and (^). 

Hence in the case of a bar whose ends are fixed 
(Fig. 93), 

P= ^^-^I M 

4I + 0.F.L' ^^' 

or 

^K.'P.l /g. 

C.F.L»-4I ^' 

Example. — What is the resistance to crippling of a 
wrought-iron bar of rectangnlar section (2" x 4*) length 
10', fixed at both extremities ? 

Here le = 8500, = 0- 00009, F = 2" x 4" = 8 square 

inches. L = 120". 1 = ^*69 = 2-66. 

Substituting these values in equation (7) 

4 X 8500 X 8 X 2-66 
4 X 2-66 + 000009 x 8 x (120)' 
nearly. 



P = -. — ^ ^r \:\^^L r, „ »»Ka = 34440 lbs. 



The safe compression per square inch of section is 

therefore 

34440 



8 



= 4305 lbs. 



For a eastdron strat calculate P from (7) and (8), 
and take the lead of the values obtained, while for a 
gteel, wrought-iron, or vx>oden strut P need be calculated 
from (7) only. 

K 
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Andre's Handbook of Mapping. 

Containing Instructions for the Preparation of En- 
gineering, Architectural, and Mechanical Drawings, 
unth numerous coloured examples, crown 4to, cloth 15 

Blast-Fnrnace. 

Researches on the Action of the Blast-Furnace, by 
Charles Schintz, translated from the GJerman by W. H. 
Maw, and Moritz Miiller, plates, crown 8vo, cloth 8 6: . 

Bridges. 

Estimates and* Diagrams of Railway Bridges for 
Turnpike, Public and Occupation Roads, in the Em- 
bankments of Double or Single Lines, and Cuttings 
of Double Lines, with Form for Calculating Quan- 
tities in Skew Structures, etc. 5 also Culverts of 
various dimensions, and at Station Buildings, by 
J. W. Grover, M.LC.E., second edition, enlarged, 
udth ^y coloured plaies, foWo, cloth 31 6 
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Spons' Builders* Pocket- Book of Prices and Memo- 
randa, edited by W. Young, architect, royal S2mo, roan 4 6 
or cloth, Vermillion edges 3 6 

Published Annually. 

Cabinet Making. 

The Cabinet Maker ; being a Collection of the most 
approved designs in the Mediaeval, Louis-Seize, and 
Old English styles, for the use of Cabinet Makers, 
Carvers, etc., by R . Charles, 96 plates, folio, half-bound a i o 
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Bridfires. 

Iron and Timber Railway Superstructures and 
General Works 5 giving Dimensions and Quantities 
for the Standard 4ft. 8|in. guage and the Metre 3ft. 
3f in. guage, with some Earthwork Tables and Out- 
lines of a Specification and Requirements, by J. W, 
Grover, M. Inst. C.E., folio, cloth ;£*2 2 o h 

Bridges. 

The Strains upon Bridge Girders and Roof Trusses, 
including the Warren, Lattice, Trellis, Bowstring, 
and other Forms of Girders, the Curved Roof, and 
Simple and Compound Trusses, by Thos. Cargill, 
C.E.B.A., T.C.D., Assoc. Inst. C.E., Member of the 
Society of Engineers, tvith 64 illustrations, drawn 
and worked out to scale, 8vo, cloth 1 2 

Bridges. 

Construction of the Great Victoria Bridge, in Canada, 
by James Hodges, Engineer to Messrs. Peto, Brassey, 
and Betts, Contractors, vol. i, imp. 4to, illustrated 
with 17 coloured plates^ and numerous wood engravings; 
vol. 2, royal folio, containing 28 double and 19 single 
plates, together 2 vols., half-bound in morocco £^ 14 

Bridsres. 

Long- Span Railway Bridges, comprising Investiga- 
tions of the Comparative Theoretical and Practical 
Advantages of the various adopted or proposed Type I 

Systems of Construction, with numerous Formulae L 

and Tables giving the weight of Iron or Steel required *- 

in Bridges from 300 feet to the limiting Spans j to 
which are added similar Investigations and Tables 

relating to Short-Span Railway Bridges, second and 

•:I1^ revised edition, by B. Baker, Assoc. Inst. C.E., plates, 

"*\ crown 8vo, cloth ^ 6 

•;;; Builders' Price-Book. 
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Carpentry. 

Elementary principles of Carpentry, by Thonaas 
Tredgold, revised from the original edition^ and 
partly re- written, by John Thomas Hurst, contained 
in 517 pages of letterpress, and illustrated unth 48 
plates and 150 wood engravings, second edition, crown 
8vo, handsomely bound in cloth 18 o 

Compensations. 

Compensations, a Text-book for Surveyors, in tabu- 
lated form, by fianister Fletcher, crown 8vo, cloth 5 o 

Co£fee. 

The Coffee Planter of Ceylon, by William Sabona- 
di^re, with an Appendix, containing various extracts 
and letters from other authority, bearing on the same 
subject, second edition, enlarged aud revised, illus- 
trated by plates and mood engravings, crown 8vo, cloth 7 ^ 

Coffee and Chicory. 

Coffee and Chicory 5 the Culture, Chemical Com- 
position, Preparation for Market, and Consumption, 
with simple tests for detecting adulteration, and prac- 
tical hints for the Producer and Consumer, by F, L. 
Simmonds, F.S.S., author of 'The Commercial Pro- 
ducts of the Vegetable Kingdom,' ■' Dictionary of 
Products,* etc., etc., illustrated by numerous tvood en- 
gravings, post 8vo, cloth 1 6 

Cotton Cultivation. 

Cotton Cultivation in its various details, the Barrage 
of Great Rivers, and Instructions for Irrigating, 
£mbanking, Draining, and Tilling Land in Tropical 
and other Countries possessing high thermometric 
temperatures, especially adapted to the improvement 
of the cultural soils of India, by Joseph Gibbs, 
Member Institute Civil Engineers, tvitk j plates, 
crown 8vo, cloth 7 $ 

Curves^ Railway. 

Treatise on the setting out of Railway Curves, with 
full Tables of the Angles, Distances, and Offsets 
required, especially arranged for the use of Measure- 
ments in feet and imperial links, but also adapted for 
the use of any other unit of Measurement, by David 
Livingstone, crown 8vo, cloth lo 6 
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Curve Tables. 

Tables for setting out Railway Curves, arranged by 
Cbas. PuUar Hogg, C.E., a series of cards arranged 
for Manipulation, witb a sbeet of Explanations and 
Examples, in neat cloth case 4 6 

Dilapidations. 

Dilapidations, a Text-book for Architects and Sur- 
veyors, in tabulated form, by Banister Fletcher, Fel- 
low Royal Inst. Brit. Arch. (Author of Model 
Houses), showing who are liable for Dilapidations, 
and the extent of the liability of Lessors, Lessees, 
Tenants at will. Tenants by elegit, Statute, Merchant, 
or Staple Tenants in fee simple. Tenants in tail. Ten- 
ants for life. Tenants for years without impeachment 
rf waste. Mortgagor, Mortgagee in possession, Yearly 
Tenants, Tenants in common, and joint Tenants, 
Rights of comparceners, also w hat are dilapidations 
and waste, and further fully instructs the surveyor 
how to take and value them, to which is added the 
duties of surveyors, with a table of legal cases, em- 
bracing the most recent, and illustrated throughout by 
examples drawn from the author's experience, and 
latest legal decisions, crown 8vo, cloth 5 o 

Earthwork Tables. 

Tables for Computing the Contents of Earthwork in 
the Cuttings and Embankments of Railways, by W. 
Macgregor, royal 8vo, cloth ^ 60 

Economy in the Use of Steam. 

A Statement of the Principles on which a Saving of 
Steam can be best effected, by Frank Salter, B.Sc, 
crown 8vo * 3 6 

Electrical Standards. 

Reports of the Committee on Electrical Standards 
appointed by the British Association, revised by Sir 
W. Thomsom Dr. J. P. Joule, Professors Clark, 
Maxwell, and Fleeming Jenkin, with a Report to the 
Royal Society on Units of Electrical Resistance, by 
Prof. F. Jenkin, edited by Professor Fleeming 
Jenkin, F.R.S., plates, 8vo, cloth o o 
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Electric Telegraph. 

Electrical Tables and Formulae for the Use of Tele- 
graph Inspectors and Operators, compiled by Latimer 
Clark and Robert Sabine^ iidth wood engravingSf 
crown 8vo, cloth la 6 

Engjineering. 

S pons' Dictionary of Engineering, Civil, Mechanical, 
Military, and Naval, with technical terms in French, 
Grerman, Italian, and Spanish, 3100 pp., and nearly 
8000 engramngs, super-royal Svo, in 
8 divisions, cloth 135. 6d, each £^ 8 o 

8 „ half-morocco £6 8 o 

8 „ ' French morocco £y 4 o 

Complete in 3 vols., cloth £S 5 ^ 

Bound in a superior manner, half-morocco^ top edge 
gilt, 3 vols. ;^6 la o 

Engineers' Companion. 

The Office and Cabin Companion for Engineers and 
Officers of Steam Vessels, consisting of observations, • 

rules, and tables to facilitate such Calculations as 
Naval Officers and Engineers are called upon to make, 
by J. Simond Holland, second edition, lamo, cloth * 3 o 

Engineering Drawing. 

An Elementary Treatise on Orthographic Projection, 
being a new Method of Teaching the Science of 
Mechanical and Engineering Drawing, intended for 
% the Instruction of Engineers, Architects, Builders, 
Smiths, Masons, and Bricklayers, and for the use of 
Schools, ivith numerous illustrations on wood and steel, 
by William Binns, Associate Institute Civil Engi- 
neers, late Master of the Mechanical Drawing Class 
at the Department of Science and Art, and at the 
School of Mines, formerly Professor of Applied 
Mechanics, at the College for Civil Engineers, etc., 
eighth edition, Svo, cloth 9 O 

Mr. Binns' system of Mechanical Drawing is in successful 
operation in all the Art Schools of the United Kingdom, 

Engineering Drawing. 

The Second Course of Orthographic Projection j 
being a continuation of the new Method of Teaching 
the Science of Mechanical and Engineering Drawing; 
with some Practical Remarks on the Teeth of Wheels, 
the Projection of Shadows, Principles of Shading, 
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and the Practice of Making to Scale Drawings from 
Actual Machinery. Intended for the Instruction of 
Engineers, Architects, Builders, Smiths, Masons, and 
Bricklayers, and for the use of Science Schools and 
Classes, with numerous illustrations, by Wm. Binus, 
Consulting Engineer, Associate I.C E., late Master of 
the Mechanical Drawing Class, at the Department of 
Science and Art, and at the Royal School of Mines 5 
formerly Professor of Applied Mechanics at the Col- 
lege for Civil Engineers, etc., 8vo, cloth 10 6 

Engineers' Focket-Book. 

The Pocket- Book of Pocket-Books, being Moles- 
worth and Hurst*s Pocket-Books, printed on India 
paper, bound together in one volume, royal 32mo, 
Russia, gilt edges 12 6 

Engineers' Pocket-Book. 

A Pocket-Book of Useful Formulae and Memoranda, 
for Civil and Mechanical Engineers, by Guilford L. 
• Molesworth, Mem. Ins. C. E., Consulting Engineer 
to the Government of India for State Railways, 
eighteenth edition, revised, with considerable addi- 
tions by the author 5 together with a valuable contri- 
bution on Telegraphs, by R. S. Brough, 32mo, roan 6 o 
Ditto, interleaved with ruled paper for Office use 9 o 

Ditto, printed on India paper, for the waistcoat pocket 6 o 

Engineers' Price-Book. 

Applebys* Illustrated Handbook of Machinery and 
Iron Work, with the Cost, the Working Expenses, 
and the Results obtained in the use of Steam and 
Hand Cranes, Pumps, Fixed and Portable Steam 
Engines, and various other Machines ; with Weight 
Measurement, etc., etc. j also Prices of Tools, Iron 
Works, Stores and Materials required by Civil and 
Mechanical Engineers, Merchants, and others j 
together with numerous Tables and Memoranda, 
by Appleby Bros., Engineers, many hundred wood 
engravings, 8vo, cloth 12 6 

Engineers' Tables. 

Spons* Tables and Memoranda for Engineers, selected 
and arranged by J. T. Hurst, C.E., Autlior of *Archi- 
tectural Surveyors' Handbook,' * Hurst's Tredgold's 
Carpentry,' etc., 64m o, roan, gilt edges, second edition i o 
Or in cloth case i 6 
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French Measures. 

French Measures and English Equivalents, by John 

Brook. For the use of Engineers, Manufacturers of 

Iron, Draughtsmen, etc., i8hio, roan i o 

" In a series of compact tables the English values of the French measures 
are arranged from one to a thousand millimetres, and from one to a hundred 
metres ; the fractions of an inch progressing in sixteenths are also reduced to 
French values. The little book will be found useful to almost every engineor." 
— Engineering. 

French-Polishing. 

The French-Polisher *s Manual, by a French- Polisher, 
containing Timber Staining, Washing, Matching, 
Improving, Painting, Imitations, Directions for 
Staining, Sizing, Embodying, Smoothing, Spirit 
Varnishing, French -Polishing, Directions for Re- 
polishing, royal jamo, sewed o 6 

Gas. 

Analysis, Technical Valuation, Purification and Use 
of Coal Gas, by the Rev. W. R. Bowditch, M.A., 
ivith wood engravings, 8vo, cloth 12 6 

Gas Works. 

Instructions for the Management of Gas Works, by 

W. C. Holmes, Engineer, 8vo, cloth 4 o 

Gunner's Pocket-Book. 

Bridges' Gunner's Pocket-Book, compiled by Captain 
T. W. Bridges, H.P. Royal Artillery, crown 32mo, 
roan, is. 3 or morocco 1 6 

Handrailing. 

Handrailing cut square to the Plank, without a 
Falling Mould, as discovered and taught at the 
Mechanics' Institution, Liverpool, by John Jones, 
Staircase Builder, containing seven plates, unth full 
instructions for working them, fol. boards 6 o 

Hydraulics. 

Practical Hydraulics : a Series of Rules and Tables 
for the use of Engineers, etc., etc., by Thomas Box, 
fourth edition, numerous plates, post 8vo, cloth j o 

Iron. 

Iron as a material of Construction, forming a Hand- 
book for the use of Students in Engineering, by 
William Pole, C.E., F.R.S., cuts, post 8vo, cloth 6 o 
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Iron and Steel, 

The Journal of the Iron and Steel Institute, edited 
by Jno. Jones, F.G.S., and David Forbes, F.R.S., 
published half-yearly, 8vo, eaph Part 7 6 

Indian Engineering. 

India and Indian Engineering : Three Lectures 
delivered at the Royal Engineer Institute, Chatham, 
in July, 1872, by Julius George Medley, Lieut.-Col. 
R.E., Assoc. Inst. C. E., Fellow of the Calcutta 
University, Principal Thomason Civil Engineering 
College, Roorkee, crown 8vo, cloth 3 o 

Link-Motion. 

Link-Motion and Expansion-Gear practically con- 
sidered, by N. P. Burgh, Engineer, illustrated tuith 
90 plates and 229 wood engravings, small 4to, hand- 
somely half-bound in morocco £% 2 o 

Heclianical Engineering. 

The Mechanician and Constructor for Engineers, 
comprising Forging, Planing, Lining, Slotting, Shap- 
ing, Turning , Screw-cutting, etc., by Cameron Knight, 
illustrated hy 96 4to plates, containing 1147 illustra- 
tions, and ^g^j pages of letterpress, ^to, cXoth £1 10 o 
Or, half-bound French morocco jf* jf^ ^ 

Mechanics. 

The Essential Elements of Practical Mechanics, based 
on the principle of work, designed for Engineering 
Students, by Oliver Byrne, formerly Professor of 
Mathematics, College for Civil Engineers, second 
edition, illustrated hy numerous wood engravings, post 
8vo, cloth 7 6 

Mechanics. 

The Principles of Mechanics and their Application 

to Prime Movers, Naval Architecture, Iron Bridges, 

Water Supply, etc., by W. J. Millar, C.E., Secretary 

to the Institution of Civil Engineers and Shipbuilders, ! 

Scotland, crown 8vo, cloth 4 6 

Metric Weights and Measures. i 

Scales for the Ready Comparison of British and j 

Metric Weights and Measures, by A. L. Newdigate, 

M.A., in neat cloth case 5 o 
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Military Terms. 

A Handy Dictionary of Military Terms, by Major W. 
W. Knollys, F.R.G.S. ,93rd Sutherland Highlanders, 
Garrison Instructor, Home District, etc., i8mo, cloth 2 o 

ITill Gearing. 

. A Practical Treatise on Mill Gearing, Wheels, Shafts, 
Riggers, etc., for the use of Engineers, by Thomas 
Box, post 8vo, cloth, with eight plates 5 o 

Millwright's Guide. 

The Practical Millwright's and Engineer's Ready 
Reckoner, or Tables for finding the diameter and 
power of cog-wheels, diameter, weight and power of 
shafts, diameter and strength of bolts, etc., by 
Thomas Dixon, fourth edition, i2mo, cloth 3 o 

Mine Engineering. 

A Practical Treatise on Coal Mining, by George G. 
Andre, Mining Civil Engineer, F.G.S., Assoc. Inst. 
C.E., numerous plates, 2 vols., royal 4to, cloth ^3 ^^ o 

Mining. 

Records of Mining and Metallurgy ; or. Facts and 
Memoranda for the use of the Mine Agent and 
Smelter, by J. Arthur Phillips and John Darlington, 
in crown 8vo, cloth, illustrated tuith wood engravings 4 o 

Oilman's Calculator. 

The Oilman's Calculator, containing Tables showing 
the Conversion in Imperial Gallons of any Weight 
of Oil of a specific Gravity of from 700 to '960, from 
I lb. to 400 cwt. 3 Prices per Gallon equivalent to 
Prices per Ton at 1 6 different Weights, from £^ to 
£100 'y Contents of Circular Tanks in Imperial Gal- 
lons from 3 feet to ^6 feet diameter j Conversion of 
Foreign Moneys and Weights into British Value, 
etc., by James Ireland, 8vo 7 ^ 

Pyrology. 

Pyrology, or Fire Chemistry j a Science interesting 
to the general Philosopher, and an art of infinite im- 
portance to the Chemist, Mineralogist, Metallurgist, 
Geologist, Agriculturalist, Engineer (Mining, Civil, 
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aud Military), etc., etc., by William Alexander Ross, 
lately a Major iu the Royal Artillery, tvitk plates and 
woodcuts, crown 4to, cloth £i i6 o 

" A work which we have no hesitation in pronouncing original and invaluable. 
The author is not a chemist trained in the orthodox school outside which there 
is no salvation : for cooked results and unproved theories he shows very little 
respect. We can strongly recommend this book to Analysts, Assayers, 
MiKERALOGiSTS, and to all persons interested in Mining and Metal- 
lurgy."— C4^w«Va/ News, August 6th, 1875. 

Bailway Engineering. 

Manual of Railway Engineering, for the Field and the 
Office, by Charles P. Cotton, C.E., second edition, 
revised and enlarged, post 8vo, cloth / 6 

Bennie, Sir John. 

The Autobiography of Sir John Rennie, Past-Presi- 
dent of the Institution of Civil Engineers, F.R.S., 
etc., etc., edited by his son, C. G. C. Rennie, ivith 
portrait, 8vo, cloth 12 6 

Beservoirs. 

On the Construction of Catch-water Reservoirs in 
Mountain Districts for the supply of Towns, or for 
other purposes, by C. H. Beloe, Author of ' The 
Handbook of the Liverpool Waterworks,' plates, 8vo, 
cloth ^ o 

Retaining Walls. 

Surcharged and different Forms of Retaining Walls, 

by J. S. Tate, cuts, 8vo, sewed a o 

Eopemaking:. 

A Treatise on Ropemaking as practised in public and 
private Rope-yards, with a description of the manu- 
facture, rules, tables of weights, etc., adapted to the 
Trade, Shipping, Mining, Railways, Builders, etc., by 
R. Chapman, formerly foreman to Messrs. Huddart 
and Co., Limehouse, and late Master Ropemaker to 
H.M. Dockyard, Deptford, second edition, i2mo, cloth 3 o 

Sanitary Engineering. 

Proceedings of the Association of Municipal and 
Sanitary Engineers and Surveyors, Vol. I., 1873-4, 
edited by Lewis Angell, Mem. Inst. C.E., F.R.I.B.A., 
etc., etc., 8vo, cloth 10 6 

Ditto, Vol. ir. 76 
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Sanitary Engineering. 

A Series of Lectures given before the School of 
Engineering, Chatham. Division I. Air. Division 
II. Water. Division III. The Dwelling. Division 
IV. The Town and Village. Division V. The Dis- 
posal of Sewage. Copiously illustrated. By J. Bailey 
Denton, C.E.,F.G.S., Honorary Member of the Agri- 
cultural Societies of Norway, Sweden, and Hanover, 
and Author of the ' Farm Homesteads of England,' 
* Storage of Water/ etc., etc., royal 8vo, cloth 21 o 

Sanitary Works Abroad. 

Report of the Commission appointed to propose 
Measures for Remedying the Pollution of the Seine 5 
with a Description of the Works in course of execu- 
tion for the Sewerage of Berlin, and the Application 
of Sewage to Irrigation at Marienfelder and Falken- 
burg. Translated from the French by Robert 
Manning, M. Inst. C.E., Cheif Engineer to Her 
Majesty's Board of Public Works in Ii*eland, Svo, 
sewed 2 o 

Sewage. 

A Handbook of Sewage Utilization, by Ulick Ralph 

Burke, Esq., Barrister-at-Law, crown Svo, cloth 3 6 

This work treats : I. Of the evils of the present System of Sewage Treatment, 
the Pollution of Water, and the Waste of Manure. II. Remedies, Privy, and 
Ash-pit ; Eureka System ; Milan, Goul, and Moule's Systems. III. Treatment 
of Sewage by Chemical means ; Experiments with Lime ; Lime and Chloride of 
Iron ; Sulphate of Ammonia ; Holden's Process ; Sulphate of Alumina ; Persalts 
of Iron; Blyth, Lenk. Phospate, A. B.C., Scott, and Hille Processes; Filtration. 
IV. Irrigation. With an Appendix, including the Law relating to Sewage 
Utilization. 

Seward. 

The Sewage Question ; on the Treatment and Utili- 
zation of Sewage, the Preparation of Land for Irriga- 
tion, and for Intermittent Downward Filteration, by 
J. Bailey Denton, Mem.Inst.C.E., F.G.S., Svo, sewed 2 o 

Silver Hines. 

Vazeeri Rupf, the Silver Country of the Vazeers, in 
Kulu : its Beauties, Antiquities, and Silver Mines, 
including a Trip over the lower Himalayah Range and 
Glaciers, by J. Calvert, F.G.S., Mem. Inst. C.E., 
illustrated with a map and coloured plates, Svo, cloth 16 o 
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Slide Valve. 

The Slide Valve practically considered, by N. P. 
Burgh, EDgineer, seventh edition, cnniaining 88 illuS' 
irations and 12 c pages of letterprees, crown 8vo, cloth 5 o 

Slide Valve. Besigningf Valve Grearing. 

A Treatise on a Practical Method of Designing Slide 
Valve (rearing, by Simple Geometrical Construction, 
based upon the principles enunciated in Euclid's Ele- 
ments, and comprising the various forms of Plain 
Slide Valve and Expansion Gearing j together with 
Stephenson's, Gooch's, and Allan's Link-Mot ions, as 
applied either to reversing or to variable expansion 
combinations, by Edward J. Cowling Welch, Memb. 
Inst. Mechanical Engineers, crown 8vo, cloth . 6 o 

The system described in this work enables any draughtsmen or foreman to 
" get out " in ti fe%v minutes, and with the greatest precision, all the details of a 
Slide Valve Gear, without recourse to models or other similar appliances. 

Steam Boilers. 

Practical Treatise on §team Boilers and Boiler- 
making, by N. P. Burgh, Mem. Inst. Mec. Eng.,i//M^- 
trated by 11 63 wood engravings and 50 large folding 
plates of working drawings, royal ^tOjhaU-morocco £^ 13 6 

Steam Engine. 

Modern Marine Engineering applied to Paddle and 
Screw Propulsion 3 consisting of 36 plates, 259 wood 
engravings, and 403 pages of descriptive matter, the 
whole being an exposition of the present practice of 
the following firms : Messrs. J. Penn and Sons 5 
Maudslay, Sons, and Field ; James Watt and Co. 5 
J. and G. Rennie ; R. Napier and Sons 3 J. and W. 
Dudgeon -, Ravenhill and Hodgson ; Humphreys and 
Tenant j Mr. J. F. Spencer 5 and Messrs. Forester 
and Co. By N. P. Burgh, Engineer, 4to, doth ^250 

Steam Engine. 

Modern Compound Engines, being a Supplement to 
Modern Marine Engineering, by N. P. Burgh, JVIem. 
Inst. Mech. Eng., numerous large plates of working 
drawings, 4to, cloth 18 o 

The following Firms have contributed Working Drawings of their best and 
most modern examples of Engines fitted in the Royal and Mercantile Navies : 
Messrs. Maudslay, Rennie, Watt, Dudgeon Humphreys, Ravenhill, Jackson, 
Perkins, Napier, Elder, Laird, Day, AUibon. 
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Steam Engine. 

Practical Treatise 011 the Condensation of Steam : 
contained in 262 pages of letterpress, and illustrated 
I with 212 engravings, by N. P. Burgh, Engineer, 

super-royal 8vo, cloth £1 ^ o 

Steam Engine. 

A Pocket-Book of Practical Rules for the Proportions 
of Modern Engines and Boilers for Land and Marine 
purposes, by N. P. Burgh, fifth edition, revised, with 
Appendix, royal 321110, roan 4 6 

Details of High-Pressure Engine, Beam Engine, Condensing, Marine Screw 
Engines, Oscillating Engines, Valves, etc. , Land and Marine Boilers, Proportions 
of Engines produced by the rules. Proportions of Boilers, etc. 

Steep Gradients on Railways. 

A Treatise on the Improved Method for overcoming 
Steep Gradients oj Railways, whereby an ordinary 
locomotive capable of hauling a given load up a gra- 
dient I in 80, can take the same up i in 8, by Henry 
Handyside, 8vo, sewed i o 

Strength of Beams. 

On the Strength of Beams, Columns, and Arches, 
considered with a view to deriving methods of ascer- 
taining the practical strength of any given section of 
Beam, Column, or Arch, ki Cast-iron, Wrought-iron, 
or Steel, by B, Baker, numerous cuts, crowzi 8 vo, cloth 9 o 

Strength of Beams. 

New Formulas for the loads and Deflections of Solid 
Beams and Girders, by William Donaldson, M.A., 
Assoc. Inst. C,E., 8vo, cloth 4 6 

Sugar. 

The Practical Sugar Planter 5 a complete account of 
the cultivation and manufacture of the sugar-cane, 
according to the latest and most improved processes, 
describing and comparing the different systems pur- 
sued in the East and West Indies, and the Straits of 
Malacca, and the relative expenses and advantages 
attendant upon each, being the result of sixteen years* 
experience of a sugar-planter in those countries, by 
Leonard Wray, Esq., tvith numerous illustrations, 
8vo, cloth 10 6 
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Short Logarithms. 

Short Logarithmic and other Tables, iutended to 
facilitate Practical Calculatiors, and for solving Arith- 
metical Problems in class, by Professor W. C. Unwin, 
8vo, cloth 2 o 

Sulphuric Acid. 

The Chemistry of Sulphuric Acid Manufacture, by 

Henry Arthur Smith, cuts, crown 8vo, cloth 4 6 

Surveying. 

The Principles and Practice of Engineering, Trigono- 
metrical, Subterraneous, and Marine Surveying, by 
Charles Bourne, C.E., third edition, numerous plates 
and tvoodcutSf 8vo, cloth 5 o 

Surveying. 

A Practical Treatise on the Science of Land and En- 
gineering Surveying, Levelling, Estimating Quan- 
ties, etc., with a general description of the several 
Instruments required for Surveying, Levelling, Plot- 
ting, etc., by H. S. Merrett, \ijine plates, tvith illus- 
trations and tables, royal 8vo, cloth, second edition 12 6 

Table of Logarithms. 

Table of Logarithms of the Natural Numbers, from 
I to 108,000, by Charles B^bbage, Esq., M.A., 
stereotyped edition, royal 8vo, cloth 7 6 

Tables of Squares and Cubes. 

Barlow's Tables of Squares, Cubes, Square Roots, 
Cube Roots, Reciprocals of all Integer Numbers up 
to 10,000, post 8vo, cloth 6 o 

Teeth of Wheels. 

Camus (M.) Treatise on the Teeth of Wheels, demon- 
strating the best forms which can be given to them 
for the purposes of Machinery, such as Mill-work and 
Clock-work, and the art of finding their numbers, 
translated from the French, third edition, carefully 
revised and enlarged, with details of the present 
practice of Millwrights, Engine Makers, and other 
Machinists, by Isaac Hawkins, illustrated by 18 
plates, 8vo, cloth 5 o 
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Telegraphy. 

Journal of the Society of Telegraph Engineers, 
including original Communications oii Telegraphy 
and Electrical Science, edited by Major Frank Bolton 
and G. E. Preece, P^rts I. to XII., demy 8vo, sewed, 
tvith wood engravings, each 5 o 

To he continued quurterly. 

Torpedo Warfare. 

A Treatise on Coast Defence ; based on the experi- 
ence gained by Officers of the Corps of Engineers of 
the Army of the Confederate States, and compiled 
from Official Reports of Officers of the Navy of the 
United States, made during the North American War 
from 1861 to 1865, by Von Scheliha, Lieutenant- 
Colonel and Chief Engineer of the Department of 
the Gulf of Mexico, of the Army of the late Confe- 
derate States of America 3 with numerous fine plates, 
imperial 8vo, cloth, top edge gilt 1 5 o 

Trevithick. 

The Life of Richard Trevithick (Inventor of the 
High-pressure Steam-engine), with an account of his 
Inventions, by Francis Trevithick, C.E., 2 vols., 
medium 8vo, cloth, illustrated by a steel portrait, 
lithographs, and numerous beautiful wood engravings, 
including many accurate illustrations of Cornwall, its 
Mines, and Mining Machinery, reduced to 12 6 

Turbine. 

A Practical Treatise on the Construction of Horizon- 
tal and Vertical Waterwheels, tvith 1 1 plates, specially 
designed for the use of operative Mechanics, by 
William Cullen, Millwright and Engineer, second 
edition, revised and enlarged, small 4to, cloth 12 6 

Ttiming 

The Practice of Hand-turning in Wood, Ivory, Shell, 
etc., with Instructions for Turning such work in 
Metal as may be required in the Practice of Turning 
in Wood, Ivory, etc. -, also an Appendix on Orna- 
mental Turning, by Francis Campin, second edition, 
with wood engravings, crown 8vo, cloth (a book for 
beginners) 6 o 
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